

















SAFETY EQUIPMENT HEADQUARTERS 


that means 


SERVICE! 





OVER 3600 ITEMS OF PROVED 
SAFETY EQUIPMENT 


Booths No. 83, 84, 85 and 86-NATIONAL SAFETY CONGRESS 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue, Pittsburgh 8, fa. 
At Your Service: 76 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA, LIMITED 
Toront< Montreal, Calgary, Edmonton, Winnipeg, Vancouver, New Glasgow, N.S. 
Representatives in Principal Cities in Mexico, Central and South America 


Cable Address: “Minsaf"’ Pittsburgh 
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NAME 


ae PROTECTION EQUIPMENT CO 
W. Lake St., Chicago 12, Ill. 


Representatives: G. M. Glidden, Robert A 
Flood, Norbert Tamandl 


Manufacturers—Industrial Gas Masks and 
Accessory Equipment 


ADVANCE GLOVE MFG. CO. 
901 W. Lafayette Bivd., Detroit 26, Mich 


Fred S. Weber, Chas. fF 


Representatives 
Gregory Vath 


Harris, H. Rosenberg, 


Manufacturers—-All Types of Work Gloves 
Safety Gloves and Be. Safety Clothing 
AETNA CASUALTY & SURETY CO. 

151 Farmington Ave., Hartford 15, Conn 


Representatives: Paul B. Cullen, Robert W 
Mullins, Robert D. Blair, S. L. Essex, 
C. C. Phillips, W. R. Bristol, D. J. Rowe 


Accident Prevention, both on and off the 
job—-Driver Training Device 


ALAN WOOD STEEL CO. 
Conshohocken, Pa. 


Representatives: 
ter L. Jones, Jr., 


Leon J. Lieberman, Wal 
Charles D. Dorworth 


Abrasive 


Manufacturers—-AW = Algrip 
Rolled Steel Floor Plate 


ALBINA ENGINE & MACHINE WORKS 
2100 N. Albina Ave., Portland 12, Ore 


Representatives: P. I 
Hansen 


Symons, I 


Manufacturers—Swing Stage and Single 


Mechanical Stirrups 


AMERICAN ABRASIVE METALS CO 
460 Coit St., Irvington 11, N. J. 


Representatives: 
Gibney 


Elmer A. Sell, M 


Manufacturers and Distributors—Abrasive 
Metals, Paints, Coatings for Safe Walkway 
Surfaces 


AMERICAN CHAIN & CABLE CO., INC. 
Bridgeport 2, Conn. 


Representatives: E. J. Flood, N. J. Gebert 
H. M. Wilson, G. A. Faerber, W. M 
Phillips, G. Von Schmirtou, J. E. Maxwell! 
C. H. Marschall, W. A. Shay 


meen pa tse Chains, Cable and Wire 
e of Various Kinds and Sizes; Steel 
— Malleable Castings; Brakes and Brake 
Pinenaics Cranes; Gidsens Valves and 
Fittings 
AMERICAN. - AFRANCE-FOAMITE CORP 
Elmira, N. 


aed H. M. Messenger, Cha: 
Cizek, G. J. Halpin, C. E. Vescelus 
C. W. Weilert, E wv Hill 


Manufacturers—Fire 
Fighting Equipment 


Apparatus 


AMERICAN OPTICAL CO 

Southbridge, Mass. 
Representatives: C. H. Gallaway, J. 7 
Monahan, T. P. Welch, C. H. Jacobson 
Cc. C. Albrechr, L. J F reeman 1 J 
Cohan, F. T. Ashe, P O'Connell 
W. EB. Cornelius, R. J. Zimmerman, R. B 
Burton, Ralph Tuminello, J. K. Mx 
Craney, R . Edmiston, C. A. Parten 
heimer, T. H. Hayden, A. R. Barrington 

F. McKenna, A. W. Alberding, F. J 

Yonlea, W. G. Engel, John J. Hoffman 
ohn C. Brownlee, J. O. Johnson, A. W 
ero, W. R. Lofgren 
Manufacturers——Head, Eye and Respira 
tory Protective Devices; Safety Clothing 
and Safety Specialty Products 


PAGE 
NUMBER 


BOOTH 
NUMBER 


102-103-104 — 


79-80-81 22-23-B.€ 


NAME 


AMPCO METAL, INC. 
1743 S. Thirty-Bight St., Milwaukee 4, Wis. 
Representatives: F. H. Opitz, J. P. Henry, 
R Utnehmer 


Fabricated 
Beryllium 


Manufacturers—Safety Tools 
from Ampco Metal Ampco 


Copper and Monel 


ANSUL CHEMICAL CO 
FIRE EQUIPMENT DIVN. 
Marinette, Wis. 


Representatives: L. ( McKesson, K. B 
Covert, Arthur B. Guise, Jack R. West, 
Paul R. Larimer 


Manufacturers and Distributors—Ansul 
Fire Extinguishing Equipment 


ARCADIA MFG. CO. 
1081 S. Eton Roed, Birmingham, Mich. 


Representatives: Draper Allen, J. Allen 


Bumpus, John D. Cowan 


Manufacturers—Plastic Coated Gloves and 
Aprons for Industry 


ARNAR-STONE LABORATORIES, INC. 

1316 Sherman Ave., Evanston, III. 
Representatives: E. A. Twerdahl, Jr., R. E 

Parcell, Ed With 

Manufacturers—Burn Ointment and Skin 

Protective Products 


BASHLIN, W. M., CO. 
Bashlin Bidg., Grove City, Pa. 


Representatives: A. J. Schell, Jr, D. B 
Elliorr, J. L. Matthews, D. I Christley 


Manufacturers 
ment 


Linemen's Safety 


Equip 


BAUSCH & LOMB OPTICAL CO. 
635 St. Paul Se., Rochester 2. N. Y. 
R. A. Sherman, H. Clay 


Mowson, Robert J 
William B. Godbe 


Representatives 
Smith, Albert G 
O'Shea, Gordon Scott 
Charlies J. Moon 


Manufacturers 
Eyewear for Every Occupational 
ment 


Safety Glasses and Safety 


Require 


ALFRED M., CO., INC. 
New York 38, N. Y 


Armand, P|. H 


BEST, 

73 Fulton St., 
Representatives: Harry 
Ryan, Frank Matre 


Safety 
Best's Safety 


Maintenance and Pro 
and Maintenance 


Publishers 
duction 
Directory 


BETTER LIGHT BETTER SIGHT En - meee 
420 Lexington Ave., New York 17, 


Representative: Edward A. Campbell 


Demonstrating Importance of Proper 
Lighting to Industrial Accident Prevention 


BIL-JAX, INC. 
Archbold, Ohio 


Manufacturers 
and Equipment 


Tubular Steel Scaffolding 
Portable Steel Bleacher 


BOMGARDNER MFG. CO 

1384 Hird Ave., Cleveland 7, Ohio 
Representative: Homer R. Bomgardner 

Manufacturers—-Ambulance and First Aid 

Equipment 


BRADY, W. H., CO 
727 W. Glendale Ave., Milwaukee 12, Wis. 
Westley J. Tuite, Fred ¢ 


Jenkins 


Representatives 
luhsman, Eric S 


Self-Sticking Safety Signs 
Special Markers and 


Manufacturers 
Pipe Markers and 
Signs 


BOOTH 
NUMBER 


10 


132-133 
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BRECK, JOHN H., INC CHARLESTON RUBBER CO 
115 Dwight Se., Springfield, Mass Seark Industrial Park, Charleston, S. C. 


Representatives: Lester L. Brossard, John Representatives: Russell M. Evans, Gale 
M. Fitzgerald, Gordon R. Seyffert M. Hallett, James Leighton 


Manufacturing Chemists—lIndustrial Hand Manufacturers—Lineman and Industral! 
Cleaner; Hair and Scalp Preparations Gleves, Sleeves, Aprons, Safety Devices 


BRISTOL-MYERS PRODUCTS DIVN 
630 Fifth Ave., New York 20, N. ¥ CHEMICAL SPECIALTIES, INC. 
lameine Ct. Vilas, @ 54 Waltham Ave., Springfield, Mass 


Eltinge, R. A. Dixon, C. E. Holmes, J Representatives: ( E. Evans, Harold ¢ 
Alexander Sweet, Yoshio Yamashita 


Manufacturers of Pharmaceutica Manufacturers— Protective Hand Cream 
and Cleansers 


BROWNE, STEWART R., MFG. CO 

258 Broadway, New York, N. Y 151-152 
iio: Cem OC. Seen te CHICAGO EYE SHIELD CO 
Robert P. Browne, Robert Ff Blonquist 2300 Wesven Bivd., Chicage 12, Ii. 
Roy I Freese, Harry Douglass Representatives: Robert Malcom, Jr., Fred 
" ; Guilbert John W. Eder, Jr, Wayne 
Manufacturers—Electrical Safety Equip Maxwell, Fred R. LaForce, John M. Wa! 
ment ashlights, Explosive-Proof and ter, Emmett O'Connell 
Vapor-Proof Extension Light 


Fl 


Manufacturers—-Head and Eye Protective 
Equipment 


BRULIN & CO., INC. 
2939 Columbia Ave., Indianapolis 7, Ind. 


Representatives: Ted Sa Herbert Green COCA-COLA CO 
Pat Mannion, Jack Casey, Myron Krugler 515 Madison Ave., New York 22, N. Y 405.306.307 - 


en - —_ » 4 ‘ . 
Manufacture Floor Treatment lean Representatives: Victor L. Johnson, Wayne 


nad Disinfectants, Insecticide B. McConnell, Eugene Hoyne, Homer 
Thompson, Gilmer Weston, Wayne Kind 
BUHRKE. R. H.. CO drick, Tom Millsaps 
1403 W. Congress St., Chicago 7, Ill 110-111 Manufacturers—Coca Cola 


Representatives: C. E. Clark, Miss M. M 

Brown, Gene Harden, Paul W Stnegler 

Albers N. Thompson COLUMBUS GLOVE MFG. CO. 
Manufacturer Safety Equipment for 1836 E. Fulton St., Columbus 5, Ohio 


Construction and Maintenance Representatives A. T Francis, W 


Brantner, F. D_ Francis, George Brobeck 


BULLARD, FE D., CO Manufacturer Coated Gloves and Ap 
275 Eighth St., San Francisco 3, Calif ron 


Representatives I Ww Bullard I WwW 
Bullard Jr ( Mills, Paul O’Don 
nell, Norris Seastrom, Dave Edwards COLUMBUS McKINNON CHAIN CORP 
Manufacturers—Hard Boiled Caps and Tonawanda, N. Y. 68-09 
Hat First Aid Kits, Belt Heods, Ga 
Masks Air Punfier Bullard Burnham 
Safety Hook 


Representatives: | I Benjamin, MJ 
McCarthy, R. N Warnke, M C Hen 
dershott, P. J. Baltes, G F. Grace 
Manufacturers Alloy Steel Sling Chains 
BUSTIN FIRM-GRIP GRATING CORP. 

N 


Dover, 
Representatives: Leo Bustir W. Stew C-O-.TWO FIRE EQUIPMENT CO. 
art, George Irving U. S. Highway No. 1, Newark 1, N. J 
Manufacturers—"‘AlLl-Way Non-Skid Representatives)s M A. Laswell, Frank J 
Grating Bars and Products Jaeger 
Manufacturers——Carbon Dioxide and Dry 
; ( ol | st , a 
CAMBRIDGE RUBBER CO. —— ia ners and =Systen 
Taneytown, d 
Representative: Donald Z. Mann 
Manufacturers ul-Cork and Vul-Cork CUNNINGHAM, M. E., CO 
Neoprene Soles and Hee 1025 Chateau St., Pittsburgh 33, Pa. 
Representatives: F. S. Speicher, Sr, Wal 
CAMPRO SALES CO. ter J. Speicher, Charles O. Klousnitzer 
1300 Fourth St., Canton 2, Ohio . Manufacturers—-Safety Marking Tools 
Representatives Albert Harn Robert 
Sweaney, Walter Krusich 
a ee. ae he EMERGENCY EQUIPMENT CO., 
45 Halleck St, Newark 4, N. J. 
CANFIELD OIL CO. Representatives: F. Rutledge Davis, F. R 
3216 E. 55th St., Cleveland 27, Ohio Davis, Jr. James Coonan, Les Dunham 


I ras 
Representatives: Fred Beutel, T. I eenesd McQuiston 


Manufacturers—Respiratory Protection 
cure Xi! bsorbent : 
Manufa 4 Oil A _— Combustible Gas Indicators General 
Safety and First Aid Equipment 
CHANCE, A. B., CO 
210 N. Allen St., Centralia, Mo 


Representatives: H. A. Houston, O. G 
Anderson, David Keller, David M. Hola 


DETEX WATCHCLOCK cow. 
73 Varick St.. New York, N. 


jay, J. C Blanton Representatives H. sf Napier, George 
Brawand, R. C. Smith, Jr 


Tools and Line Construction Tools Manufacturers——Watchmen's Clocks 


Manufacturers—Hot Line Maintenance 
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DIAMOND MAICH CO 
125 Paridon St., Springfield, Mass 


Representatives: K. M. Ness, R ve Wurtenberger, C. ¢ 
ER. Fernau, Ho Ho Mehrker Frisbie, H Jielsor S) Milton 
Tucker W. D. Jewe aN ipe 
Manufacturers Book Matche . ty _ 

Advertsing and Sale Promotior ; 

paigns 


ELLIOTT SERVICE CO 
30 N. MacQuesten Parkway, Mt. Vernon, N. Y 


Kepresenta 


DIVERSEY CORP. 


1420 Roscoe St, Chicago 14 EMBOSOGRAF CORP. OF AMERIC 


$644 W. 2ist St, New York 10, N 
Kepresentative - 
on, Ko A Pisher 
bd Dussault 


Kepreser 
vin Lew 
Manufacturer an ) na v Manutact 
nance Chemicals > t Pe 
4 


DOCKSON CORP. EMERSON, J. H 
$839 Wabash Ave., Detroit 8, Mich ; 22 Cottage Park Ave., Cambridge 40, Mass 


Representative or. § Piggot 
Piggott Joseph Gray Wayne 


Manufacturer Crouule Spe 
Shield Helmets Distributor 
Respirators, Plastic Apron 


FENDALL CO 
4631 N. Western Ave., Chicago 

DOW CORNING CORP Representative 
Midland, Mich. P21 ’ J. Liautaud, Lys 

Representauves: G bE. Marx, J ‘ M factur 

J. W. Hayden, L. A. Guglielmo ian eaibnine 

Manufacturers--Sight Saver 

Saver Cleaning Station 


PINNELL SYSTEM, INC 
300 East St, Elkhart, Ind 


Representative Mr 
DUNN PRODUCTS 


er M Bh © 
1214 W. Madison St., Chicago 7, Ill Leonard A A [ 
Representatives: Edward Ro Gilik. Be 


Manufacturer ble 
MieGawley, Bob Olson 


Polishing Machine 
Manufacturers and Distributor Prote ing Ager 
uve Clothing for Industrial W orker 
Made trom Asbesto Leather Rub 
Neoprene and Fire Prooted Duck LIREYE CORPORATION 
"20 Beacon St., Boston 15, Mass 


Representa 


wel bred 
LAGLE-PICHER SALES CO 
900 American Bldg., Cincinnati, Ohio Manula 


tion bq 
Representatives: Robert L. Shirley, Ho D 


Noll, A. G. Holler, W. I Simendinger 
WC. Heller, L. F. Steele, J. Ro Pendry 
FRANKLIN RESEARCH CO 


Producers——Eagle-Picher Industrial Floor 5134 Lancaster Ave., Philadelphia 31 


Dry No 8&5 A heavy duty and anti-skid 
lught reflecting absorbent for plant afety Representati 
and maintenance J) Burn 


Manuta 


nance Materia 


BR & J MFG. CO. 

100 Hast Graham Place, Burbank, Calif EROMMELT INDUSTRIES 
Manufacturers and  Darstributor Nut 290 Main St., Dubuque, lowa 
matic Oxygen Resuscitation and Inhalatio ae : 

Equipment | Ak ae 
Manuta 
and= Pre 

EASTERN METALS OF ELMIRA, INC 

Llmira Heights, N. Y 


N co 
Representative Burleizh M_ ?t GAMEWELI 


( —— Upper Newton Falls 64, Mass 
ter Craw 


Representative 
Manufacturers Satety Sign ey ‘ Rake Thon : 
Manuta et 
Alarm and Wat 
ELDMONT MEG. CO. 
1400 Walnut St., Coshocton, Ohio 


R —- Ek EM GENERAL DETROIT CORP 

epresentatives Montgomery 2399 K te “ a 

Montgomery, R. L. Prindle, R. SN 2272 E efferson Ave Detroit 
as, ¢ U byster Will Marti 
Thackery 


Representative 
Finley, H. I 
Manufacturers—-Coated Fabri t Manufa 


ture 
Gloves 


bextingus 
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GLOBE COMPANY INDUSTRIAL GLOVES CO 
4000 S. Princeton Ave., Chicago 9, III 22 "00 Garfield St., Danville, Ill 


Representatives i o Millard, Jess A 
Krewer, John R. Redenbaugh, J. F. Fine 
gan, Bo J. Fullen, Del FP. Didier 

Manufacturers— Steel-Grip Industrial Safe 
ty Apparel Hand—Arm—Leg—Body Px 


GRO-CORD RUBBER CO 
Bi N. Jackson St Lima, Ohio 


INDUSTRIAL PRODUCTS CO 
2820 N. Fourth St.. Philadelphia 33, Pa 


Representative I bred Shipmar 
W. Shipma W. Bender, Jr 


Mounce 


IPCO Satety 
istrie 


HAWS DRINKING FAUCET CO 

i rth & Page Sts., Berkeley 10, Calif 
INSTITUTE OF INDUSTRIAI 
I AUNDERERS 
1627 K Se, N. W., Washington 6 


Kepresentative lohn W 
Preston, Donal Dreifu 


HEWSON, JOHN, CO A Complete ¢ 
106 Water St.. New York 5 Service for I 


INSTO-GAS CORP 
1977 E. Woodbridge Ave., Detrou 7, Mich 


Representative A I Wiener William 
w Steinert John I Marley 


Manutacturers9 Underwriter and = facts 
HILD FLOOR MACHINE CO Mutuals Approved Torches and Furna 
40 W. Washington Blvd., Chicago 


Don Warbrittor 
: “hea ; INTERSTATE RUBBER PRODUCTS CORP 
908 Avila St.. Los Angeles 12, Calif 


Representative Lester I Lyon brank 
Baxter, Charles E. Bedig 


Manutacturers Safety raft 


HILLYARD CHEMICAL CO IRON AGE SAFETY SHOES, 


102 N. Third St., St. Joseph 1. Mo 2 Ht. CHILDS & CO., ING 
1205 Madison Ave., Pittsburgh 12, Pa 


Representatives Jame Hi Child Ir 
( I Goffe, Robert HH Lohr Andrew 
May. Harvey Child |r brank Donley 


Manufacturer Complete Line Men and 
Women Leather and Rubber Industral 
Safety Footwear 

HOLLAND-RACINE SHOES, INC 

386 W. 15th St.. Holland, Mich 

JONES, C. WALKER, CO. 

6135 N. Lambert St., Philadelphia 38, Pa 


M. Mehafhie, Rober 


Repr 


Representatives 


G 
Wolfe, I P. Bliss 


Manufacturers Jomac Industrial Glove 


and Knitted Specialties 
HUNTINGTON LABORATORIES — ———" 


900 | Tipton St Huntington, Ind 


S. Hane’ obert JONES & CO. 


Willa 125 Cathn Ave., Rumford, R. I 
Representative Kenvon Jones 
Manutacturer Full Viston Satety 


Goggle 


JUNKIN SAFETY APPLIANCE CO. 


HYGIENE RESEARCH 101 S. Floyd St., Louisville 2, Ky 


684 Broadway, New York 
Representative John I Junkin 
Junkin 


Manufacturer Junkin Interlocking Har 
ner Gate Guard; Swinging Die Closure 
Electro-Lock Shield, Spliat Type ‘stre 

‘ Stretcher Cabinet 


HY-TEST DIVN JUSTRITE MFG. CO 
INTERNATIONAL SHOE CO 2061 Southport Ave., Chicago, Il 
1509 Washington Ave St. Louis 3, Mo 
resentative J) N. Grimshaw Hi 


I al I J. White, W. J. Mitchler 


Manufacturers Safety Can Only 
(lar Safety Electric Lanterr I 


and) «Fire Extunguisher 
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NAME 


KAREL FIRST AID SUPPLY € 
4342 Ogden Ave., Chicago 23, 


Representatives: Louis X. Karel 
". Mukensnable 


Hospita 


Karel, Fred T 


Distributors 
and Equipment; 
ture Instruments 


Industrial 
Drug D 


KELLEY-MAHORNEY CO 
1445 S. 15th St., Louisville 10, 


John R. Ke 


Representative 


Manufacturers—-Convoy 


el 


KEYSTONE 
Meadville, Pa. 


VIEW CO 
Representatives: Paul I 
McLaughlin, Edward 


Manufacturers 
Screening Tests for 


Lenz 


Original Bi 


KIDDE, WALTER, & CO., IN 

6753 Main St., Belleville 9, N. J 
Representanves: PW 
Healey, J. I McAllister 
S. Grant 
Manufacturers—Fire Prote 
tinguishing Equipment 


KIMBALL SAFETY 
94310 Wade Park Ave., 


Representatives [DD I k 


Kimball 
Manufacturers A 


sonal Protection Lquipmer 


Complete 


KIMBERLY-CLARK CORP 


Neenah, Wis 


oO 
Il 


re 


Ky 


Skid Pr 


Ander 


Industr 


( 


t" 


PRODUCTS 
Cleveland 6 


Representatives: Ru J. Pale 


Jim I Kirk 


Manufacturer 


Reed I 


KLEIN, MATHIAS, & SONS 
3200 Belmont Ave., Chicago 18 


Mathias A 
Wilson 
Moore I 
Woolsey 


Representatives 
Klein, Jr HB 
Castino, A. I 

R Hoerger, Crit 
BE. Rogers, John 


Manufacturers  Linemen 


Equipment 


KNAPP BROTHERS SHOE MI 
173 Spark St., Brockton, Mass 


Clarence | 


Woodrow 


Knapp Saf 


Representatives 
Partridge, Jr 


Manufacturer 


KUNZ, J., GLOVE CO 
2141 W. North Ave., Chicago 4 


L:dward P 
Hampel 


Representatives 


Yauch, William 


Manufacturers 
and Welder’s 


Linemen 


Quality Glove 


LEGGE, WALTER G., 
101 Park Ave., New York 17, 


Representatives J Paul 

Hennessy, Orval D. Ne! 
Dirksmeyer, R. F. MceConvil! 
zier, Albert J. Steiner, J. I 
E. Willard Merritt, Chalmer 


Manufacturers—Safety Floor 
Conductive Floor Coating 
ing Devices for Personnel 


Hoot 


Industrial Wit 


rit 
KI 


Gormley 


co., INC 
N. Y¥ 


Glenr 


son 


D 


Eberhard 


Ww 


ew 


of kna 


( 
' 


! I 


Brook 


co 
Ohio 


re) 


M. A 


Charl« 


Segessman 


McAmi 


CORP 


Jol 


Anthony 
Hal ¢ Fra 
Mcl 


aughlir 


Preparation 


Stats 


Ground 


BOOTH 
NUMBER 


PAGE 
NUMBER 


BOOTH 
NUMBER 


PAGI 
NAME 


LEHIGH SAFETY SHOE CO 
Race & Court St., Allentown, Pa 


Frank B 


George 


Representatives Griswold, Arr 
I Warner Brong WV. oO 
Longnecker, Earl | Moore, John Ili 


Manufa 


< 
> ¢ ar 


Leather 


LIGHTFOOT 
663 Fifth Ave., 


SCHL 
New 


Representative 
O jaddeley 


Dolan 


F. J 
Ravenswood Ave., 


MACHINE CO 
Chicago 13 
Representauve 


Pearson, Charle 


LOGAN EMERGENCY SHOWERS 
721 E. Broadway, Glendale, Calif 
Represet Hugh H_ Log 
Johnsor Ralph Struck 
M ifa rer 


Equipme: 


ative 


Bathing 


LOUISVILLE 
1101 W 


LADDER CO 
Oak St., Louisville 


Representative Frank 
i Myer Walter A 
Manufacturer 

fo 


ld Prod 


LOWERY BROTHERS 
9332 So. Anthony Ave., 


Representative John W I 
R. McShane, William O H 


Wire Rope 


Chicago 


Splicing Ser 


co., 
Olean, 


INC. 
N. Y. 
Representatives: James H. | 


Brown, George S jerson 


Manufacture Power Pre 


LUTHER MFG 
126 Sullivan St 


MacWHYTE COMPANY 


2902 Fourteenth St., Kenosha, Wis 


ns 


Representatives: Forest J Nelsor 


W. Drysdale, Erwin | 


Manufacturers—Wire Rope S 
Rope and Wire Rope A I 


Garn 


ing 


MAICO CO 
21 N. 3rd Se 


INC 


Minneapolis 1, Minn 


Representatyve Arne 
Harvie Watsor Dor 


Manufacturers 
Iraining 


Hearing 


MARSH & McLENNAN, IN(¢ 
231 S. LaSalle St., Chicago 4, Ill 


t L. A. Foschinbaur 
Hutchinson, Rober J. Sipchen 
E. Reed, Frank H. Harrison 


Ir rance Broker and Ager 


R. W 
Ken teth 


Repre« sentatiy 


MARTINDALE ELECTRIC CO 


Box 617, Edgewater Br., Cleveland 7, Ohio 
Representatives: Roy E. Blersch, Flores 


Blersch, Joseph Rick 


tive Du 


Manufacturers—Martind 
EFlectn I truments 


Mask and 


ale Prote< 


a t 


€ ® n 
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NAME 


MASURY-YOUNG CO 
76 Roland St., Boston 29, Mass 


McAN, THOM, SAFETY SHOE DIVN 
MELVILLE SHOE CORP 
5 43rd St.. New York 36, N. Y 


‘ William J. Sn Mk 
Dowell, Edward Serrapede 
Troy Corder, George Weyl 
Walter Schember. Martin 


Yudt, Peter hmeding 


Thom 


McDERMOTT, JULIAN A., CORP 
40-22 National St., Corona, L. I., N. Y 


Represe tive than ! McDermott 
Harry | ) t leming 


i Safety Light 
l t and 


McDONALD, B. F., CO 
5721 W. 96th St., Los Angeles 45, Calif 


B. F. McDonald, J. P 
hide, K. S Butler, D. M 


MEDICAL SUPPLY CO 
1027 W. State St., Rockford, Ill 


Gordon P. St 

. 8 tebo 

hard G. Babbitt 
W. Saunder 


137-138 


MELFLEX PRODUCTS CO., INC 
410 S. Broadway, Akron 8, Ohio 


L. E. Warford 
Haber I 


METAI 
742 Portland Ave 


ARTS CO INC 
Rochester 21, N 


Joseph J. Mar 


Award 
Tropt 


METROPOLITAN LIFE INSURANCE 
1 Madison Ave... New York 10, N. Y 


Representat Thomas J 


Mary ¢ 
I 
'.) 
Dea r 


MICRO SWITCH 
DIVN. MINNEAPOLIS HONEYWELI 
Freeport, Ill 


MICRO 


for Power 


MILBURN CO 
4246 E. Woodbridge, Detroit 7, Mich 


r 


Representa ] A Srifter 
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NAME 


Manufacturers—Ply Protective Creams, Ply 


Garb Plastic Clothing, Ply Gloves, Plast: 
Work Gloves 


MILLER EQUIPMENT CO., INC 
13th and New Sts., Franklin, Pa. 


Representatives: R. J. Miller, J. C. Nelm 
Jr, E. C. Shawgo 


Manufacturers —Linemen and) = Industrial 


Safety Belts 


MINE SAFETY APPLIANCES CO 
Braddock, Thomas & Meade Sts., Pittsburgh, Pa 


Representatives J I Ryan, Jr, C. M 
Donahue, George H. Deike, }. B.) Davies 
F. A. King, M Symington, Bo W. Cata 
lane, E. W. Merry. E White, J J 
McCloskey, C. H. Sanderson, J. F. Ken 
nedy, H. R. Johnson, D. F. McEthattan, 
V. W. Buys, V. A. Stanton, C. V. Miller, 
H. W. Richards, R. A. Pohl, G. W. Lasch 
er, E. C. Brainerd, H. N. Trice, C. H 
Mehaffey, J. S. Moore, H. N. Gruber, 
J}. W. McCrackin, C. R. Dever 


Manufacturers—Safety Equipment for 


Every Industry 


MT. PITT CO. 
Box 1563, Medford, Ore. 
Representatives: Claude ¢ 


ertson E s. 


Haggard, Rot 


Manufacturers—-First Aid Stretcher 


NATIONAL BUREAU OF STANDARDS 
Washington 25, D. € 


NATIONAL SAFETY COUNCIL 
425 N. Michigan Ave., Chicago 11, Ill 


Representatives: W. G Johnson, D A 
Pickerell, H. W. Champlin, Ruth Parks 
John Lamont, Robert Powe os Zearing 
Georgia Maschke 


NATIONAL SOCIETY FOR THE 
PREVENTION OF BLINDNESS, INC 
1790 Broadway, New York 19, N. Y. 


O'Neil 


Representative: James I 


Educational Material on Conservation and 
Unulizatnion of Eyesight in Industry 


NEWMAN MFG. & SALES CO 
205 Westport, Kansas City 11, Mo 


Representatives J G. Gale Tom P 
Fulham, W. Omer Brenton 


Manufacturer Newco Combination Wire 
Rope Clamp and Thimble 


OCCUPATIONAL HAZARDS, INC 
1240 Ontario St., Cleveland 13, Ohio 


Representatives: Irving B. Hexter, bdwi 
M_ Joseph. Harry EF Burwasser 
Publisher 


OIL-DRI CORP. OF AMERICA 
520 N. Michigan Ave., Chicago 11, III. 


Representatives: Nick Jaffe, A. I Swerd 
lik Woodrow A Jaffe Bernard Jaffe 
Paul K Robertson, Bert Frankel 


Manufacturers nil Dri Absorbent 


Non Slip Paine 


ONOX, ING 


121 Second St., San Francisco 5, Calif. 


Representatives) H. A. Jenssen, Robert 


de Fremery L. C. Egner 


Distributors—Onox 
Athlete's Foor 


Skin-Toughener for 


BOOTH 
NUMBER 


PAGE 
NUMBER 


144-145 


168-169 
170.181 


148 149 





NAMI 


ORTHOPEDIC EQUIPMENT CO 
Bourbon, Ind. 
Representative i I 
Risner, J. Keaton Landi 
Manufacturers Larters, Fir 
First Aid Kits, Conn Tour 


Equipment 


OSBORN MFG. CORP 
Argonne Road, Warsaw, Ind 


Representative R I 
Mitterling 


Manufacturer Safety Plier 
for Feeding Punch Pre 


PAC-KIT COMPANY 


175 Greenwich Ave., Greenwich, Conn 


Representative William ba 


Rk Brown 
Manufacturer First Aid I 


i 


PACKWOOD, G. H., MFG. CO 
1543 Tower Grove Ave., St. Louis 10 


Representatives. MS. Grave 
Hassebrock A J Mela igh if 


Manufacturers—‘'Pax Safety 
Skin Cleansers and Dispenser 


PARKER SWEEPER CO 
91-99 N. Bechtle Ave., Springfield 99, Ohio 


Representative R. A. Jablonsk 
Manufacturer Industrial 1 


PATENT SCAFFOLDING CO 
1550 Dayton St., Chicago 22, 


Representative Nel 
Wenthof Burnell Duclo 
Klein 


Manufacturers—-Gold Medal 
Magnesium Safety Ladder Ss 
tional Tubular Steel and A 
folding Sidewalk Protects 
Steel Grandstands 


PENNSYLVANIA OPTICAL CO 
234 S. Bth St., Reading, Pa. 


Representatives: James Hornberger 
Sebastian, Edward L. Clark, ¢ 
Lester Gooch 


Manufacturer Head and Fye Pr 
I quipment 


PERMAMIX CORP 
228 N. LaSalle St., Chicago 1, Ill 


Representative John ¢ S 
Byron W. Duff Jack Scho 
Riley 


Distmbutors Industrial 


Material (PERMAMIX) 


PORTO.CLINIC INSTRUMENTS, IN¢ 
298 Broadway, New York 7, N. ¥ 


Representative Dick Sheppard, Dr 
bert J. Sheppard, Ted Sweer 


Manufacturers Distributor Dri 
and Training Equipment, Glare 
and Night Viston Equipmenr 
Trafthe Boards, Stopping Dhstar 
Cardoon Systems, Auto Drive 
and other Driver Safety Ard 


POSITIVE SAFETY MFG. CO 
4408 Perkins Ave., Cleveland 4, Ohio 


Representatives I l Whita 


Eliza Reed 


Manufacturers— Power Pre 


POWDER ACTUATED TOOI 

MANUFACTURERS’ INSTITUTE 

250 East 43rd St., New York, N. ¥ 
Representatives: Robert Chattert 


vend Wheeler, RoR. Baumann 
Association of Manufact 


BOOTH 
NUMBER 


PAGI 
NUMBER 


BOOTH PAGI 


NAMI NUMBER NUMBER 


PRAIRIE STATE PRODUCTS CO 
3822 Lawrence Ave., Chicago 25, III 
Representat 
B 


Ma 
al Fexert 


PROTECTOSEAL CO 
1920 S. Western Ave., Chicago 8 


PULMOSAN SAFETY EQUIPMENT CORP 
644 Pacific St.. Brooklyn 17, N. Y 


PYRENE MFG. CO 
560 Belmont Ave., Newark 8, N 


INE GLOVE 
202, Rio, Wis 


RANDOLPH LABORATORIES 
8 E. Kinzie St., Chicago 11, Ill 


Representative 
er Lee. Bot 
(Look Prank 


Manufa 
et 

REECE WOODEN SOLE SHOE CO 
Lith St. and 41st Ave., Columbus, Nebr 


Representats 
Bergmar 
Manufa t 
w dé S« 
RIEGEL TEXTILE CORP 
260 Madison Ave., New York 17 
Mar " Work ¢ 
ROCKWOOD SPRINKLER CO 
38 Harlow St Worcester 5, Mass 


Repre 
M 


ROSE MFG. CO 
1731 Arapahoe, Denver 


Representat 
Ewing ic 
Mr ( WR 
Mar 
Equipment 
SAFETY BOX TOE CO 
812 Statler Office Bldg., Boston 16, Mass 


E. Beckwith 
Manufacturer Safe St | 


SAFETY CLOTHING & EQUIPMENT 
1990 E. 69th St., Cleveland 3, Ohio 
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BOOTH PAGI 


NAMI 


PRODUCTS 
Road, 


CORP 


SAFETY FIRST 
} i Elmsford, N. ¥ 


Saw i River 


f 


SAFETY 
Water St 


FIRST SHOE CO 
Holliston. Mass 


SAFETY rOWERR I 
124 Burbank Bivd 


ADDER CO 
Jurbank Calif 


SAFWAY 
6228 W 


STEEI 
State St 


PRODUCTS 
Milwaukee 13 


ING 
Wis 


Ne 


SALISBURY, W. H.. & 
401 N. Morgan St 


co 


Chicago 22 90.91 


SANI-MIST, ING 


4 Chestnut St Philadelphia 


SCHRADER'’S, A 
470 Vanderbilt Ave 


SON 
Brooklyn 


SCIENTIFIC INDUSTRIAI 
958 S. Vernon Ave 


SUPPLY 
Chicago 16, Ill 


co 


SCOTT AVIATION CORP 
207 Ene St., Lancaster, N 
j Far 


SELLSTROM MEG 
¢ Aberdeen St 


co 
Chicago 


Hi 


RY SHOI 
th Ave N 


co 
Nashville 


Tenn 


SONOTONE CORP 


l Imsford 
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NUMBER NUMBER 


NAMI 


S Gordon 


rers—Hearing 
Equipment 


STANDARD 
232 W 


SAFETY 


Ontario St., Chicago 


Representatives’ LI 
Dee Creorge 
Roulet, Robert 
and A 2 
Harry J) Miller 
ney G 
W Ware 
Manufac 
Safety I 


G Dickson 
Christensen 
Schmidt 
John J 
Maynard 


W olnez 


Fleming 
George 


turers and 
yuipment 


STEEL SCAFFOLDING CO., 

856 Humboldt St.,. Brooklyn 22 
Representatives: No A 
Beinecke Ir Oscar 


Manufacturers Trouble 
Scaffolding 


STEPAN CHEMICAL CO 


20 No 


Representative w Hi 
Tomlinson, W. J 


Crepeau 


Dyustrit 


i ria 


STEPHENSON CORP 
Red Bank ~ 3 


Representative 


Jack Rinaldi, Albert I 


Manufacturer Resu 
and Chemical Tests for the 


f Intoxic 


citano 


STONEHOUSE 
842 Larimer St., 


SIGNS, INC 
Denver 4, Colo 


fepresentative Bertrum | 


Burton 
Manufact 
Sige 


STOP-FIRE, ING 
125 Ashland Place, 


Representative Paul - 


S N Alex Hi 
bine 


rkiewicz 


Manufacturer 


SURETY RUBBER 
Carrollton, Ohio 


co 


tschall 


Rubt 
Equipment 


tacturers 


SURTY MFG. CO., 
4139 W. Kinzie St 


INC 
Chicago, 


b M 
B Rainville 


Wacker Drive, Chicago 6 


Aids 
( Audiometers 


Tayl 


Earl 


Donald 
Bendokas 


Page 


Distributo 


N 


Engele 


junggren 


Saver 


Popng 


Skin 


n 


Wilham Hf 
MeK ee 


a 


and 


EQUIPMENT 
10, 


Dickson 


Franc 


Hear 


co 


Robert | 
John 


N. Lh 
Hoag 


Spoerer 


Court 


Richard 


Ind 


Wm | 


Dermat 


( leanser 


Stephenson 


Equipment 
Determination 


turton 


Brooklyn 1, 


and Distr 


Matertal 


CHAIN CO 
Hammond, Ind 
Re pre t oO W 
Moris« i Ww 


trom 


TAYLOR, S. G., 
; 141St 


Chapmar 


Mar 


Sling Chain 


TENNANT, G. H 
»530 N. Second St 


co 

Minneapolis 
Representative Oorville ( 
Melvin H_ Larkola, A 
ton E. Hillyer, Vf 
Manufacturers 
Floor M 

rrive 


Power 


achine 


Heavy Du 


N 


Nurkiewicz 


Blakely 


Extinguisher 


Sandstrom 
0 


SN 
Sand 


Minn 


Hognander 


Detrwer 


MeCarthy 


Sue 


Ir 


Mer 


BOOTH 
NUMBER 


PAGI 
NUMBER 





NAME 


TIMMINS SPLINT CO 
14305 Farnam St., Omaha 
M 


Representative 


Manufacturers 
Splints 


Eme 


TREESDALE LABORAT 
TEXTILE PROCESSING 
Benedum-Trees Bldg., Pi 


J 
Zane 


Representative 


Karabin, H 


Manufacturers Safe 
Flameproofing, Mild 
Proofing 


TRINAL, INC. 
634 N. Orleans St., 


J 
At 


Representatives 


Semple, J. Roy 


Manufacturers 


the Metatarsal Arch 


U-C-LITE MFG. CO 


1050 W. Hubbard St, € 


Representative ( 


A. H. Davis 


Port 
I merger 
- 


Manufacturers 
Lamps and 


UNION WIRE ROPE 
21st & Manchester Ave., 


« 


Representatives 
Noble, D. B 
MK. Hass 


Curr 


I eshe 


Manufacturers 


and "* Tuffy” Towli 


U. S. INDUSTRIAI 
9350 Roselawn, Detroit 


R. J 
Kushn 


Work 


Representatives 
John P 


Rex 


onditioning 


UNITED STATES SAFE 


1215 McGee Se, Kansas 


Representatives A 
Russell, T. J. O' Brie 
O'Shea, E. P. Lind 


Manufacturers —Indu 
tective fats, I aceshie 
Impregnated Salt 
Safety Equipment 


VESTAL, INC. 
1964 Manchester Ave., 


I 
Drone 


Representatives 


Manufacturers 
Floor Wax; 
yerming Soap; Br 
Skleen Liquid Dete 
Staphene Germicide 


Fleer Machine 


werler 


WAGNER SIGN SERVIC 
218 S. Hoyne Ave., Chic 


Representatives: f 
Wagner, W Jacobse 
Stokes 


Signs 
Panels 


Manufacturers 
Enduroname!l 
Letters 


ING 


Indian 


WASHL-RITE CO,. 
1414 Cornell Ave., 


Representatives 
I Vetters, Joe 


Pitcock 


w 


Cleansers—Processors 
Protective Clothing 
Aprone 


Knau 


Chicago 


Safeet 


Robert 


Wire Rope 


GLOVI 
4, 


St. 


Ves Cote 
Vestal SIX 


James 


BOOTH 
NUMBER 


PAGE 


NUMBER NAME 


WA 
2, Nebr 232 W 
Represer 


O' Rou 


Exchange St., 
J 


Timmir 
ative 


rgen 
Manufacturer 


ORIES 
» €X).. 
ttsburgh 


A 


AND 
INC 
22 


WAVERLY 
1724 


PETROLEL 

Pa Chestnut St 

ves: | 
Mile 
M 


Beartie 


ot 


ty ¢ 
Prox 


ew fir 


Compound 


WELSH MFG 
9 Magnolia St 
Representative 


Kenton Spee 


co 
10 


J. Bough | j 


Mar 


Face 


R 


ifacturer Sa 
hields and He 


WEST 
42-16 West St., 
Representativ 


Van Raalre ( 
B. O'¢ or 


hicago 
Talbor 


G 
ont 
Manufacturer 


or f Ind 


Pr 


tria 


Ele 


able 
wy T: 

WHEELER 
ORP 224 & 


Kansas 


Mo 


City 
Representative kd 


L. Wheeler. I 
a Helme Jer 


It 


i Abr 


Boar on 


ence, RI 
A. Price 


1, Ray ¢ 


Creamer Gruly 


ifact 


r eat 


Mar irer 
ne 
WILKINS CO., INC 
Cortland, N. Y 
CORP 
Mich Repr 
Dons 


er 


Glove 


ITY SERVICE 
City 6, Mo 

I 
(; 


strom 


co 


10 S. Wabash Ave., Chic 


100-101 


Parmelee R ( 


R. Adair, D. T 
R. E. Schmid 
Pr 
Helmet 
Allied 


J 
n 
Mar 
strial ¢ Trophie 
Ids, We 
Tablet ar 


ling 
i PRODUCTS 


Sts 
I 


WILLSON 
2nd & Washington 


Re 
Ww 
J 


present 
» Sie 


R_ 
Br 


10, Mo 
Ht 


Louts 


) 


( 
en 

I 
Mar 


Mask 
lied Safer 


H 
A ’ P 
J. Dre 


ifacturer 
He 


met 
Devi 


Resi 

Skin 
( 
r 


Slip 

Liquid 
Flo« 
rgent | 
Disinfe 


tant 
De 


leaner 


e 
iten or 


or eaner 


WINKO-MATIC 

750 Broadway 
Repre enta ve Ir 
Hart, D ¢ Rieger 
Manut 
Traft 


trona 


SIGNA 


tant ests Lorain 


E, 
ago 
Wagner 
\ B 


IN¢ 


12 “ 


Il 
Mr 
Balch 


re 
Warning 
Contr 
n way Warning Sigt 


WOLVERINI 
Rockford, Mich 


Representa 
Roske 


Manuta 


y 
i acted SHOE & 


apolis 2, Ind 


Li 
Silvey 


WYANDOTTE CHEMIC 


Wyandotte, Mich 
Repre er 
O'’Donoghu 


Silvey 
Willi 
tative 


Apron P 


Glove 


Gloves 


Distributor 


Manufacturers 


hent and Ind 


TCHEMOKE I OPTICAI 


Providence 


Philadelphia 


PROTECTIVE 
Huron St, Chicago 


WILLIAMS JEWELRY & MFG 


Hert 


BOOTH 
NUMBER 


PAGE 
NUMBER 


co 
140-141 


M PRODU( 


3 


rs co 
Pa 
B. Bry 
Robert 


oogar 


P. Franke I 
© 
( 


Providence 


alpt 


fety 


DISINFECTING CO 
Long Island City 


Hea 


APPAREI 
10, Ill 


yn Wheeler 
44 I I 


ke 


co 


ago 3, Iil 


larence ] 


Ww 


INC 
Reading, 


A. Willson 


ne 


107-108-109 14-15 


L co 


Ohio 


Dire 
Higt 


Paint 


Distribut 
Trafic Mark 


ry 
ing 
TANNING CORP 


Wer 
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WRIGHT 
Type L-I 

Long Lift 
Speedway Hoist 





You Can Lift 2 Tons 20 Feet 
with this WRIGHT Speedway Hoist 


@ If the ceiling is high and material must be 
moved over machinery and partitions, or if 
you want to lift from basement to second 
floor, here’s a hoist that will do it. 

The L-1 WRIGHT Speedway has a lift of 
20 feet and is reeved with a 4-part single line 
that wraps in a single layer on a grooved 
drum. In either of two speeds, lifting or low 
ering is smooth and stable, so it is fine for 
either intricate lifting jobs or production ma 


terial handling. 





Motors of the L-1 WRIGHT Speedway have 
30-minute ratings. In addition the L-1 has the 
five key long life features of all Frame 1 
WRIGHT Speedway Hoists. These are: heaf 
treated and surface-hardened alloy steel gears, 
hard alloy silver electrical contacts in con 
troller, heavy duty crane type safety limit 
stop, automatic multiple disc load brake, and 
ball bearing gear shafts. And 
there are others. 


See your WRIGHT Hoist distributor today or write today 
to our York, Pa., office for DH-425 


ASCO 


TRADE wy a York, Pa., Chicago, Denver, Detroit, Los Angeles, New York, Philadelphia, 
mark Pittsburgh, San Francisco, Bridgeport, Conn. 


1953 
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“Why We Handle 
Forgings with 


American Chain" 


*‘Most of our forgings are clumsy 
shapes, heavy, and awkward to handle. 
The American chain recommended to 
us is flexible and smooth. The ratio of 
the weight of the chain to its strength 
makes it easy for our men to handle it. 
They like the grab hooks which slide 
quickly into place and hold fast.” 


That’s what a material handling man 


of a large engine manufacturer said in 
his reference to this AMERICAN 2-leg 
Endweldur ‘125’ ACCO Registered 
Sling Chain with ACCO series 40 Grab 
Hooks. 

AMERICAN makes sling chains in 
many styles and sizes, with ACCO grab 
hooks, sling hooks, foundry hooks, and 
special hooks. ACCO Registered Sling 
Chains are engineered to handle ma 
terials efficiently and safely. 

See your ACCO sling chain distrib- 
utor for further information, or write 
our York office for Catalog DH-314. 


York, Pa., Atlanta, Chicago, Denver, Detroit, Los Angeles, New York, 
Philadelphia, Pittsburgh, Portland, San Francisco, Bridgeport, Conn. 
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featuring 


DUALOC™ 


How ACCO REGISTERED Stock Slings 
Save You Money—with Safety 


1 * You Get ALL the Strength You Pay For-— 
DUALOC* Endings insure against any loss in the 
catalog strength of the preformed Green Strand 
ade of. 

2 « You Lower Your Sling Maintenance Costs— If 
maged, any part 


vire 


rope the sling is n 


f the sling can be replaced 
in your own shop with another ACCO Registered 
No delay. You don’t ship 
ive one part repaired. 


+ 


part of equal strength 
the whole sling to | 
3 * ACCO Slings are Stocked by Your Industrial 
Supply House — His stock is based on YOUR needs 


*Trade 
ACCcO In Conada Dominion Chain Co. Ltd, Niagara Falls 
I. v 


So, your sling inventory can be held toa minimum 
since your distributor's stock is as close as your 
telephone. 

4 « These Slings and Fittings are "'ACCO 
Registered’’— This assures you of highest quality 
and safety throughout. 

Write today 
Wilkes-Barre office 
for name of the ACCO 
Registered Sling dis 
tributor nearest 


to our 


you. 
Mark . Patent Ne 20 ay 


Ontario 


Wilkes-Barre, Pa., Chicago, Denver, Houston, Los Angeles, New York, 
Cdessa, Tex., Philadelphia, Pittsburgh, San Francisco, Bridgeport, Conn. 
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ASK for WILLSON- 
of industrial 


AND EASY 








74 Willson Distributor outlets with more than 400 salesmen effer speedy local 


ALBUQUERQUE, N. MEX. Hendrie & Bolthoff 
ATLANTA, GA. Fulton Supply Cc 
BALTIMORE, MD. Carey Mach. & Sup. Co 


BIRMINGHAM, ALA. SafetyEngrg. & Supply Cc 
& 


Sanderson Ce 


BOSTON, MASS. Cutter, Wood 
BUFFALO, N. Y.- American Allsafe Uc 
BUTTE, MONT. Montana Hardware ( 
CASPER, WYO. Casper Supply Cc 
CHARLESTON, S.C. Cameron & Barkley Cc 
CHARLESTON, W.VA. Safety First Supply Co 
CHATTANOOGA, TENN. C. D. Genter C 
CHICAGO, ILL.— Protective Equipment, In 
CINCINNATI, OHIO The E. A. Kinsey Ci 

Orr Satety Supply Co 


14 


DALLAS, TEXAS Engineering Supply Co 
DAYTON, OHIO. The E. A. Kinsey Co JACKSON, MISS. Dilworth of Mississippi, Inc 
DEADWOOD, S. DAK Hendrie & Bolthoff Co 
DENVER, COLO. Hendrie & Bolthoff Cc KALAMAZOO, MICH. Safety Services, Inc 
DETROIT, MICH. The Chas. A. Strelinger Co 
EL PASO, TEX. €. D. Bullard Cc 

GRAND RAPIDS, MICH... Safety Services, Inc LOUISVILLE, KY. -Neill-LaVielle Supply Co., Inc 
IREENSBOR N.C omith-Courtney Co 
IREENVILLE, S.C. Carolina Supply Co 
HARTFORD, CONN MIAMI, FLA. Cameron & Barkley Co 


CLEVELAND, OHIO Safety First Supply Co HICKORY, N.C... Smith-Courtney Co 


LUMBUS, OHIO~ The E. A. Kinsey Co HOUSTON, TEX. Allied Safety Equipment, Inc 
INDIANAPOLIS, IND. The E. A. Kinsey Co 


JACKSONVILLE, FLA. Cameron & Barkley Co 


KANSAS CITY, KANS. L. R. Stone Supply Co 
LOS ANGELES, CALIF. €. D. Bullard Co 


Orr Safety Equipment Co 
MEMPHIS, TENN. J. E. Dilworth Co 


Justrial Safety Supply Co., Inc MILWAUKEE, WIS. Protective Equipment, Inc 


National Safety News, October, 1953 














--the most complete line 
safety equipment-- 
TO GET ANYWHERE! 























Kouw | 


More than 300 Safety Products { WRC) Carry This Famous Trademark 
. 7 f" Ny | e 


Established 1870 





























service throughout the United States and Canada. 


NEWBURGH, N.Y. W.L. Smith Co ST. PAUL, MINN. Farwell, Ozmun, Kirk & Co SYRACUSE, N. Y.. Syracuse Supply Co 
NEW ORLEANS, LA. Woodward Wight & Co., Ltd SALT LAKE CITY, UTA TACOMA, WASH. J. E. Haseltine & Co 
NEW YORK, N.Y W.S. Wilson Corp Industrial Supply ( | TAMPA, FLA. Cameron & Barkley Co 
OKLAHOMA CIT . SAN FRANCISCO, CALIF Bu TOLED HIO. Safety First Supply Co 
Hart Industria pply SANTA FE, N. MEX. Hendrie & Boltt TROY, N.Y. The Troy Belting & Supply Co 
MAHA, NEBR erstate Machinery & Supply Co SAVANNAH, GA. Cameron & Barkley Ce TULSA, OKLA. Krisman Industral Supply Co 
n & Barkley ( SCRANTON, PA 
trial Products Cc SEATTLE, WASH. J. E. Haseltine & C CANADA. Safety Supply Company 
y First Supply Co SPOKANE, WASH E. Haseltine & Toronto, Montreal, Ottawa, Edmonton 
Haseltine & Co SPRINGFIELD, MASS — Charl ewis Cr Vancouver, Halifax, Trail, Winnipeg 
ymes F. Tierney 


jrtney Co 


rporated WILLSON PRODUCTS, INC., 205 Washington Street, READING, PENNA. 
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Handclasp of a friend-in-need 


el” of the 


There's confidence in the ver fe 
C-O-TWO Squeez-Grip ¢ 


guishers. The quick-a 


world famous 
irbon Dioxide Type Fire Extin 
ting “Squeez-Grip” fits 


your hand 


naturally like a handclasp hangs right...carries right... 
works right. You're in complete command of the situation 
instantly ...no fumbling 
the 


to the high strength, durably finished cylinder, you get top 


» fatigue 


From non-conducting, shatterproof discharge horn 
quality construction that results in a lifetime of satisfactory 
service. Because of the very few working parts and corrosion 
resistant materials throughout 


the total cost to you over the 


years is less than other initially lower priced makes ..., fire 
after fire, recharge after trouble. 
It's not hard to see, when you fully compare and try, why 


C-O-TWO Squeez-Grip Carbon Dioxide Type Fire Extin- 


recharge, without 


MANUFACTURERS OF APPROVED FIRE PR 


Squeez-Grip Carbon [ 
Ory Chemical Ty 
Bullt-In High Pressure and | 
Type Fire Extin 


Built-In Smoke and Heat F 


c 
sales a 





C-O-TWO FIRE EQUIPMENT OF CANADA, LTD. * 


| 


yguishers are your test buy fi 


killing flammable liquid and 
electrical fires, as well as some surface fires involving ordi- 


nary combustible materials. Sizes range all the way from 


2!% to 100 pounds capacity...all fully approved by the 


Mutual Labora- 
vernment Bureaus. 


With C-O-TWO Squeez-Grip Carbon Dioxide Type Fire 


Underwriters’ Laboratories, Inc., Factory 


tories, Armed Forces and Go 


Extinguishers the penetrating carbon dioxide is a clean, dry, 
non-conducting, 


hire 


non-damaging, inert gas...smothers fire 


instantly, leaves no after mess...harmless to equip- 


ment, materials and finishes even food is still perfectly 


edible 
Act now for complete 


information on these first-rate, 


Remembe! 


iree 


sure-acting fire extinguishers fire doesn't wait 


...get the facts today! 


C-O-TWO FIRE EQUIPMENT COMPANY 


NEWARK 1 + NEW JERSEY 


TORONTO 8 * ONTARIO 


aaa the I ‘ tie f te fates a Canada 
AFFIL 
October, 
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You get low-cost coverage with 
Ferrox, 40 feet to the gallon... 
costs 1/4 as much as fabric-backed 


floor coverings. Goes down fast, too. 


Just open the can and trowel it 
on. Ferrox provides non-slip grip 

. resists oil, chemicals and 
weather conditions. Especially 
suitable for concrete floors in 
washrooms, ramps, platforms, 
around machine areas or wherever 
there is a shipping hazard 


Resin bonding agent and diamond- 
hard mineral granules give 
Fera-Mat long life. Its extra 
traction minimizes lost motion and 
fatigue. Fera-Mat covers large 
floor areas in a hurry. It peels 

like adhesive tape, installs quickly 
and stays safe! Especially applicable 
for clean, smooth floors where 
speedy installation is required. 


Made of cast iron matrix, 

Feralun treads and thresholds have 
a diamond-hard abrasive in the 
walking surface. And for a tough 
floor job that never needs 
maintenance, ask about Feralun 
floor plates, too. Architects, safety 
engineers and building owners 
know that Feralun takes toughest 
punishment. Proof? Millions of 
feet of long-lasting treads and 

floor plates are on the job all over 
the nation. What's more, Feralun 
is economical because it lasts 

for the life of the building. 


THESE THREE top-quality safety flooring materials and treads are 
problem-solvers. Each is designed for specific job requirements. 
Each has been proved in thousands of installations. Don't slip up 
on Safety! 


vi 
*'T OUR Boor, 1 
4 
and Cer 


Wrice for American Abrasive’s Fact Folder on Safety 


al] the tacts 


Floorings 


AMERICAN 
ABRASIVE 


AMERICAN ABRASIVE METALS CO., 460 COIT ST., IRVINGTON, N. 3. 
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1F YOU THINK THAT 
ARE ALIKE... WE VE 


Let's be frank about it in the past, First Aid Kits 
haven't shown the continuing improvement recorded 
by almost every other item of safety equipment sO 
we did something about it! 

We “put the finger” on every place where modern 
design, latest quality control, color keying, careful 


material selection, and improved manufacturing tech- 


niques could produce First Aid Kits that would serve 
you BETTER. 

Then we went right ahead and MADE these improve- 
ments. Many of the changes are small in themselves, 
but they add up to a BIG DIFFERENCE. We'd like to 
prove that we have something BETTER—something 


that you don't want to miss! 





NEW PRODUCT PROTECTION... 
Added Quality Control Methods give you 
Pharmaceutical thoroughness ! 


So you can be sure of purity, freshnes 
a system where every Unit “D 
permanently stamped with a num! 


iown 

line ir Quality 
Control nut main 
tain date l I t\ out 


1 


pony 

FRESH 
sterilizat 
Il treat 


es and 


thermometer makes a permanent recor 
length of exposure A tell-tale lass 
of every batch during sterilization, and 
of color and consistency of the pow 
purifying steam has penetrated to eve 


the oven, Check samples are sent rey 


THE NEW LOOK... 


A dressing-up that pays off 
in convenience, use! 


Our neu approach extends t every phase 
even Color! The New Blue ves a Clean 

distinctive, and attractis é earance to 

the metal CASE 

hard-wearing 

resists vrease 

simplified ins 

on many of th y boxes. And our new packaging 

program meets th ‘ st labeling requirements of the | S 


Pharmacopeia ind Drug Administration 


THE CASE with the built-in extras 


| very fetail of the M'S.A enyinecte f-and 


designed case serves you better! Typical 
is the lid nstruction that 1 s the base 
of the case flv abn 

the way up the sides of the 

with no overlay ping 

handling f 


1 
you ll notice 


extend /? 
Here's ‘tinge 
selection and 
treatment 


Our 


i strong tf 

of the base 

add 

when the 

weather feat 
Our wall 


that it's the 





ALL FIRST AID KITS 
GOT NEWS FOR YOU! 


BIG DIFFERENCI 
ket is bent at right angles 
th. Another point — the 


The coy edge of the 


center of the Case 
support! 


norable mention. are 


! spring locks ) 
sheet that gives clear 
icons, and (4) the 
lds the lid ino rigid 


n wall mounted 


FEATURES that give our complete first aid 


material line a bonus value 


in on a number of 
one example The tips 
ize gives you Maximum 
oose fibers to catch on 
own distinctive color 


This color 


entunhcation 
Neck avainst Misuse 
ning pure incolored 


treated Covering which 


= THERE'S NO DOUBT ABOUT IT 
M.S.A. All-Weather Firse Aid Kits 


ire something you don't 


LOOK 


And this NEW 
ZS 1O, 16 4 and 


ify 1S believing SO 


VAS 


PMENT HEADOQ 


aWitor 


Call the M.S.A. man on your every safety problem... 


his job is to help you 


call 
A. tr presentauve NOW 


turns brown upon detection of any leakage 
The Inhalants are tested on an open tray tor 
two weeks before final packaging 

You'll tind 
An po les, too 


the vlass vial gives you a clean quick break 


extras in our Ammonia 


A thin blue fracture-line on 


All vials are hermetically sealed. Each vial 


cardboard slee ve, 


comes In a provective 


properly idenufied. As an added precaution 
the idenufication 1s also printed on the 
wtual glass vial as a Safeguard against its 
misuse in Case the sleeve 1S lost 

been 


New modern equipment has 
stalied for filling “ry sealing tun tubes 
Pubes 


Burn Treatments and Eye Ointments 


Lith graphed with pro fuct identity and in 
structions are used for many of these treat 
Pubes also carry the Quality Control 
number Stam pe fon the closure 
And what about selection of First Aid 
Material 


Four sizes of kits with standard Contents and 


Younamethem we've got them 


more than 70 different items, in Complete size 


nad style ranyes, afe standing Dy to mect 


lar nee d 


' 
S 


yi [ imticu 


MINE SAFETY APPLIANCES COMPANY 


201 North Braddock Avenue, Pittsburgh 8, Pa 
At Your Service 76 Branch Offices in the United States 


MINE SAFETY APPLIANCES CO. OF CANADA, LIMITED 


Toronto, Montreal, Calgary, Edmonton, Winnipeg, Vancouver, New Glasgow, N.S 


Representatives in Principal Cities in Mexico, Central and South America 


Cable Address: ““MINSAF”’ Pittsburgh 





—— ¥ 7 
BRECK 


Work Cream 











4 


B R E C K 


FOUR WAYS TO PROTECT SKIN FROM INDUSTRIAL DERMATITIS 


BRECK pH7 PROPECTIVE CREAM protects the hands against irritants such as lubricating 
oils, cutting compounds, tar, greases, rubber dust, aromatic and hydrocarbon solvents, fiberglass, 
paint and iron dust. It forms a non-sticky, invisible film over the skin. Breck pH7 Protective 


Cream is easily applied. [t is easily removed with Breck Hand Cleaner or soap and water. 


BRECK WATER RESISTANT CREAM protects the skin against the action of water and 
water solutions such as liquid coolants, emulsified cutting oils, mist and spray from. alkali 
baths and plating solutions, cement and lime. [t covers the skin with a light, protective 
film which is not slippery or sticky. Breck Water Resistant Cream has a pH value of 8. 


BRECK HAND CLEANER helps eliminate the use of harsh, gritty, highly alkaline or defat 


ting hand cleaners. [t does a thorough cleansing ob, vet is mild and non-irritating to the skin. 


BRECK WORK CREAM is used after exposure to degreasing materials and at the end of a 
dav’s work. It substitutes fatty materials for the natural skin oils which have been removed. 
In this way Breck Work Cream helps keep the hands smooth, pliable and lubricated. 


A Breck Industrial Preparations Booklet <a will be forwarded to you upon request. 


JOHN 
New 
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ighter in weight, faster in operation, more easily serviced than 
ier model it succeeds, the Series 4, Model 50-S Alfco Carbon 
Wheeled Engine is a one-man fire killer of Class B and C 

s too big for hand portable extinguishers 


a trim, streamlined engine, stronger in construction with 
t balance in wheeling position. With a shorter cylinder, but 

larger in circumilcrence, the center of gravity 1s lowered and 
of maneuverability for one-man operation is greatly in- 
With a minimum of bulk, it has everything needed for fast 
ent fire-fighting 


Model 50-S may be operated in an upright or lowered 
The cylinder valve may be opened before or after the 
en uncoiled at the scene of the fire, but the squeeze lever 


on the horn should not be operated until ready to ex- 
the fire 


Model 50-S engine discharge horn is equipped with the 
Alfeco Anti-Statik Device, to insure 


1 > oe 
r electrical blaze 


bye 


complete safety in 


fpr ead Underwriter nd Factory Mutual Lal 


Write to have salesman cali or for illustrated literature 


OP" 2nd Conliry 
of Leadership in 


FIRE PROTECTION 


Model 50-S 
Series 4 
For Class B 
and C Fires 


Engines Models 100 and 
75 are available also 


YOU ARE CORDIALLY INVITED TO VISIT OUR BOOTHS, Nos. 116 AND 117 
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T Oo 


The Man Who 
Selects It... The 
Man Who Wears It 
Can Count On 


Ac 


if you need safety glasses ... AQ, the world’s 
largest manufacturer of optical equipment, is head- 
quarters. Yes, and you'll find leadership here evi- 
} maser in over twenty types of safety glasses —each 
meeting a need of industry. Spectacle type FUL-VUF 

. cup type... welders’ eyewear . . . wide-angle 
vision models . . . heat-treated glass or plastic, or 
special air conditioned models AQ has them all. 


With today’s vastly increased compensation costs, plant safety 
has become a more serious matter than ever before. The job of 
the Safety Director becomes daily more important. The need 
to safeguard workers (and their output) with the best means 
available has become the basic function of specialists. 

To these specialists, AO offers safety equipment that will 
never let them down in terms of protection and serviceability. 
To the workers who wear this equipment, AO offers a security 
and peace of mind which can never be measured in dollars and 

cents alone. To both groups AO offers the satisfac- 
tion of knowing that there is no better safety 
equipment made per safety dollar expended. 
AO’s CoMPLETE line of safety glasses, clothing, 
gloves and respirators can save you money, lost 
man hours and lost production in your plant. These products 
do the job — and do it well — for every job, every time. Your 


nearest AO Safety Products Representative can prove it to you. 


If you need respirators ... AO can simplify the 
protection problem (and inventories) with respira- 
tors that are quickly, easily converted from gas to 
dust types and vice versa by interchange of car- 
tridge or filter. You pay for one face mask yet can 
obtain the protection of seven or eight respirators 
for combating a multitude of dust and ented 
fume hazards. Double or single cartridge models. 


AO's Industrial Vision Program 


Deng pen ay ee , Optical 


“Improved Industrial Vision” to 53 


Vision Park, Southbridge, Mass. 


SAFETY PRODUCTS DIVISION 


SOUTHBRIDGE, MASSACHUSETTS BRANCHES IN PRINCIPAL CITIES 
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If you need protective clothing or gloves ... 
You'll find them at AO in horsehide, cowhide, as- 
bestos, neoprene latex and flame-resisting duck . . . 
comfortable, long-wearing and tailored for the job. 
Here, from one source of supply, is dependable pro- 
tection in coats, jackets, leggings, spats and pants 
. .. in aprons and sleeves . . . in gloves, mittens, 
hand pads and finger guards. Check your needs now. 


SEE US AT BOOTHS 79, 80, 81, NATIONAL SAFETY SHOW 


23 
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Now HY-TEST adds another “longer-wear” feature ... tough, 
durable DACRON stitching. Incredibly stout... amazingly resistant 
to acids, alkalis, bleaches, common solvents, mildew, bacterial 
action, moisture and perspiration. DuPont's DACRON polyester fibre 
in all Neoprene sole shoes! 


DuPont's Neoprene Heels on all leather sole shoes! For longer, 
tougher year! Resists heot... oils and grease... and abrasive 
wear. Neoprene wears like iron... even when tested on foundry floors. 


An amazing comfort feature that makes walking a pleasure. Less 
jolt! Less shock! Perfect comfort for the foot and arch thet cuts 
work-fatigue materially! 


An exclusive new construction that insulates the foot from heat 
without sacrificing longer wear. Unique midsole protects from heat. 
Tough, durable Neoprene outsole for longer wear. 


Durable Bol Tan virtually eliminates perspiration damage to the 
insole. Stays soft and pliable months ionger...even under the most 
grueling conditions. Twice the wear in every pair! A new pair and 
money refunded if Bol Tan deteriorates from perspiration conditions. 


One-piece nap lining that won't come loose ... bunch up to cause 
blisters... or rub skin raw. Permits the active foot to breathe! 
Retards perspiration rot and mildew. Shoes retain their good looks 
longer... wear ketter! 


A shoe to fit every job...every foot... every personal desire; 
because HY-TEST is the most complete line of safety shoes in American 
industry! Heat resistant shoes, oil-resistant oxfords, shoes and boots, 
exclusive Anchor-Flange and Anchor-Flange Winguard austempered 
steel toes... you choose them all from one complete line when 

you choose HY-TEST. 





ETY 


OUTSTANDING FEATURES IN SAT 


FEATURE FOR FEATURE 
VALUE FOR VALUE 
YEAR AFTER YEAR... 


HY-TEST PIONEERS THE WAY TO GREATER 
FOOT SAFETY IN AMERICAN INDUSTRY 


@ DACRON e@ BOL TAN @ NEOPRENE 
@ ISCONAP @ ANCHOR FLANGE 


e after time HY-TEST has the features that make safety-shoe 
y. Repeatedly, HY-TEST adds the tremendous new exclusive 
tures that have made it the most complete the most pur 
1 safety shoe in industry. This is shoe-making at its best! 
est leathers, the most advanced techniques, the most skilled 
en! All combined in America’s outstanding safety shoe 
TEST! Nowhere else absolutely nowhere can you find 
> skill and quality, or the exclusive features you find in 
hen you look to HY-TEST. If safety shoes were custom 
couldn't beat these HY-TEST quality features 
style of sizes of special features, HY-TEST 
the worker needs! And has it the way he wants 
In your plant look to the safety shoe 
arity and sales! Look to HY-TEST! Write 
r free catalog r visit us at Booth 95 
October 19 thru 23rd 


3 = ¢ mr AMERICA’S FIRST @ 
ORDER BY TELETYPE 80 OF SAFETy SHOES 

Fast, immediate Delivery! NATIO OTH 95 

Philadelphia NAL SaFETy CONGRESS 


St. Louis ~ ; CONRAD HILTON HOTEL 


ee 


ENE See SARIN SHORS 


REG. U. S. PAT. OFF. 








Insure Werkers’ Feet THE WORLD’S LARGEST SELLING SAFETY SHOE 


in Sure err correo 


Protection 940 NORTH BODINE STREET, PHILADELPHIA, PA. 








YOU GET COMFORT PLUS 
BETTER EYE PROTECTION 


WATCHEMOKET 


Shatterproof 
METHACRYLATE LENSES 
ARE SAFER 


Eye-Savers exclusive meth- 





acrylate lenses never shatter 


or splinter with impact, do not -- . MODEL 440 


pit from sparks. Clear and 
colored lenses absorb 96 to ; with Methacrylate Lens 


100% of all harmful ultra- ~% FOR HEAVY IMPACT 
violet rays. Green lenses ab- 


sorb sufficient infra-red for ‘ow SOFT VINYL FRAME — FITS OVER LARGEST 
complete protection from a ) PRESCRIPTION GLASSES 


weld arc three feet away. Extra-soft plastic frame with soft nose flange form-fits snugly, yet 
comfortably, around facial contour . . . closes the gaps around 


nose and cheeks. 


EXTRA WIDE REPLACEABLE LENS 


MODEL 44] ; \\ The optically perfect, shatterproof methacrylate 
a lens provides full protection against the heaviest 

Asitt : ; ; ° ee 
ith Acetate Lens impact. Lens is extra wide for picture-window vision. 


OR LIGHT IMPACT Improved metal lock bar holds lens tightly in frame. Frame acts 
as bumper to prevent scratching lens when laid face down. 


Contains all the features 
of Model 440 except the VENTILATION AND COLOR STYLES 

) lens is laminated acetate Available with standard ventilation shown in Model 440 (above) 
-optically perfect — light or screen ventilation shown in Model 441 (left) or no ventilation. 


and comfortable to wear. Lens colors: Clear or light, medium and dark green. 


METHASPEC Model 55 


This low-cost, one piece Here is a low cost, shatterproof 
acetate goggle provides methacrylate eye shield, ideal 
safe, light-weight, com- for a visitor's goggle. Easy lens 
fortable eye protection angling and Retrax temple 
Exceeds federal specifica- adjustments assure perfect fit. 


tions. Available in clear ™~ Available in clear or light or 
or medium green. “ medium green 
Quality Eye Protective Equipment Made by the Leaders ir Plastics 


@ fae / we 


> 








“TUC -AWAY™ “METHASPEC” tow cost MOLDED HEAVY DUTY 
FACE SHIELD 


j SNAP-OUT LENS EYE SHIELD ONE PUECE SQUARE 








WATCHEMOKET OPTICAL CO., ING. 222, chores 


In Canada: Levitt-Safety Limited, Toronto 10, Montreal |! 
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QUALITY AT LOWER COST 
WITH THE EYE SAVERS LINE! 


TUC-AWAY Model 415 
for Lightwe Telalm @elsihiclal 


SPLIT-JOINT Model 80 


for Plano or Prescription 


90°% PROTECTION 
‘. THAT’S WORN 100° OF THE TIME 
SPLIT JOINT SPREADS APART FOR EASY ‘. 4 Tuc-Away featherlight design is easy to wear 


comfortable and attractive. Shatterproof, optically perfect, 


LENS REPLACEMENT methacrylate lenses provide safe protection. Universal nose 


No need for special heaters. A simple operation, and lenses bridge fits every face. 
are quickly removed and easily inserted. All parts are stand- 


ard and replaceable at low cost. THREE LENS STYLES EASILY REPLACED: 
DOUBLE NOSE-BRIDGE DESIGN GIVES Snap-out, Snap-in 
EXTRA STRENGTH ~ 4 All methacrylate lenses absorb 96 to 100‘; 


; , P *t rays. Available in 
Bridge fits comfortably ON the nose at the geometric center of harmful ultra-violet rays. Available 


between the eyes. No adjustment is needed. One size elim- y 
inates extra stock. oe or dark green. 


TWO FRAME SIZES AVAILABLE to hold 45 x 48 mm and 42 x Available in lens styles shown below. 
14 mm standard safety lenses. RETRAX TEMPLES shown be- 
low are standard. 


clear or infra red absorbing light, medium 





EVE SAVERS “RETRAX” TEMPLES are SEMI cup LENS FULL 1” SIDE SHIELD REGULAR SIDE SHIELD 
easily adjusted to fit any head. for side and for complete side for minimum side 
All Eye-Savers Spectacles ore bottom protection protection protection 





~ Put OUT \, cvailable equipped with new, RETRAX TEMPLES are standard on the Tuc-Away. Model 415 
> light weight plastic Retrax tem 
. ples that telescope in or out for (Plastic Retrax) Model 412 (Metal Retrax). Also available 
perfect fitting. Plastic “‘ball- with club temple Model 410. 
chain” hook design fits comfort Obtain complete details from your nearest authorized 
ably over the cartilage in back ode ae fitens, nie i . ; 
dement well enthaing EYE SAVERS Jobber or write direct. New catalogs 
and prices are now available. 











Quality Eye Protective Equipment Made by the Leaders in Plastics 
WATCHEMOKET 


Ma en eye i DIS | XD ) 


Min I SSS we SAVERS Mic rats 


WATCHEMCOKET OPTICAL CO., INC. 22 West shea 5 


In Canada: Levitt-Safety Limited, Toronto 10, Montreal 1 
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A smart plain toe smooth leather brown 
safety oxford with ‘Leatherplus” 

outsoles. Has a sweat- 

& proof leather insole, an Arm 
trong cork filler and 

Winquard steel toe box. 

Stitched throughout 


with Dacron. Full leather 


lined 


fron Age 


Patterned after a rugged Swiss Ski 
Boot, this is the longest 

wearing safety shoe ever made. 
Has double layer of leather 

at vamp and counter, rawhide 

ng and Seiberling oil 

sole and heel, dacron 

stitched. Color is a 


distinctive brown tone. 


The Sofety Shoe For Industrial America 


Iron Age 


High styling in a plain toe high shoe. 
Has soft, brown horsehide 

uppers with leather lining, 

Neoprene Vul-Cork"’ sole and heel, 
Dacron stitching. Ideal 

for chemical workers or where 

oily conditions 

are found. 


Iron Age 


A dressy brown blucher oxford embodying 
Saftopedic last and construction 

with combination fit. Has 

comfortable arch cushion and 

inside wedge heel, long 

wearing ‘“Leatherplus” 

outsoles and first 

quality rubber-heels 


No. 921 


Age Oree/ he 
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WHAT'S INSIDE 
EVERY 

IRON AGE 
SAFETY SHOE 
BOX? 


Pick out a pair of Iron Age safety shoes from any nize the nationally advertised outsoles. And 


box at random. What do you see? First, you'll 
admire the high styling that is really the trade 
mark for the entire Iron Age line. Smart appear- 
ance sells safety shoes to workers ... boosts 
your coverage. Iron Age safety shoes sparkle 
with it. 

Now take a closer look at these shoes. Note the 
rich sheen, feel the suppleness of those plump 


inside these shoes you'll find a multitude of 
quality features ... important details in design 
and workmanship that mean greater comfort 
and more foot miles of shoe life. 

Finally, check the cost and prepare to be sur- 
prised. For Iron Age safety shoes with all their 
custom quality features are priced competitively. 
If you would like to have an eye-opening demon- 


leather uppers. Iron Age uses only the best grade stration, an Iron Age representative is as close as 


hides, the finest tannages. Of course, you'll recog- your phone — or write us and he will see you. 


Iron Age 


Iron Age 


A smartly styled white oxford Built on the attractive, comfortable 


with brown saddle and back Klomp pattern with Maskedge 
stay that will catch the last. Features thick “Neoprene 
eye of any woman. Crepe” sole, Armstrong 
Offers full protection cork filler, Winguard 


of a steel safety toe. Has steel toe box and is 
Neo-Cork’’ oil fully leather lined. 
resistant sole Distinctive burgundy 


and heel. j color. 
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McDONALD SAFE-T-HAT 


Worn by more workers than anv other 
safety hat! Tougher, radial-ribbed crown 





fully suspended aluminum shell in two 
SIZCS 





FROM HEAD 
TO FOOT 





SEE OUR | McDONALD DUSTFOE 
BOOTHS 61 & 62 | No. 55 RESPIRATOR 


Captures harmful dusts by new 
electrostatic principle. Weighs | 


NATIONAL Ran ote Prine 
SAFETY 
CONGRESS 


© Yer IM-DONALDICD 


Manufacturers and Distributors of Industrial Safe%4y Equipment 


1255 Howard St., San Francisco 3 - 5721 W. 96th St., Los Angeles 45 - 3745 Greenbriar Dr., Houston 6 


The complete McDonald safety line includes equipment for head, eye and respiratory protection — 
first aid materials —satetu clothing —satetu instruments and satetu appliances. 














McDONALD 
PROTECTIVEST 


Protects against flying 
metal partic les shot 


from high speed mill- SAFETY GOGGLES 
ing and cutting ma- 
chines. Ste ps a .38 A complete line of quality gouules pre 
caliber bullet fired at : cision-made and sturdily built for maxi 
only 8 feet. Light (less : mum vision security 





than 3 Ibs ind only 
thick made of 
iminated glass-cloth 


} 


-* 8 


hie ane 3 


Fae FE ot 





.X 
>> 
- : gon Ey 
age pasta’ tarts, yi oT edt os 
‘ 








McDONALD SAFETY | McDONALD DOG BITE KIT 
BOOT AND INSOLE Emergency first aid treatment for util 


Twice the foot safety! This fine ity workers, meter readers, etc. Plastic 

rubber boot has rugged built-in kit contains plastic bottles of liquid 
teel toe plus flexible insole | soap and antiseptic, sponge adhesive 
f overlapping steel strips bandages, instructions 





; 
Aas CA 
it) ee 


ct ntl te. Slee UTERO 








McDONALD 
FIRST AID KITS 


All sizes all type s 

Kanister Kit (left) 

mounts anywhere 

: ens ideal for outdoor 

. = eae » Unit Kit 

McDONALD AIR SUPPLIED HOOD) ee usc, Unit Ki 

Safety no smart | with 10, 16, 24, on 

worker does with | 16 complete first 
out! Three rugged aid treatment 








full-vision mode] 
give protection 
against harmtul 
dusts, shot and grit 
le ad fumes Fool 
proot all volume 
control 








% 
WHO’S HICKEY? 


Be sure to 


see him at our 


BOOTHS 61 & 62 





for authoritative answers to 
Safety...ask the manufacturer 
\ hard ones! 


Perhaps we can help you. See us at 


THIS ONE’S A DILLY ~—an all-felt, plastic-bottomed “Parka” 
boot developed to prevent frostbite common in mines and lumber 
camps. 7-layer toe construction includes aluminum foil liner that 
reflects body heat and acts as vapor-barrier. To be worn with rubbers. 
or 4-buckle arctic in deep snow 


MUCKER — a brand new type of steel-toe safety work boot devel HIGH WIRE ARTIST — specially designed for linemen. Built up 

oped by Lehigh for engineers, oil field workmen and all others who heel hooks the pole step—steel plate and extra leather wedge under 

get into muck and sludge. Levis or regular pants can be tucked inside the arch keep feet from going to sleep on narrow rungs. Note extra 

or worn outside. Loose fitting top is cooler, easier than laced-up boots flap at instep to resist scraping against pole; ease pressure of climb- 
ing spikes 
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the easy problems in foot 


who has solved most of the 
(ae 


SAFETY SHOE COMPANY 4. 


BOOTH 87 Aas 


NATIONAL SAFETY CONGRESS 


street 
Ly J 


™ 


SPORT SHOE? Try and iell this one BRILLIANT YELLOW TOE CAP TOO WET FOR SHOES TOO HOt 

from any ordinary crepe-soled oxford! But identifies this shoe in atomic energy plants FOR BOOTS? Creameries, dairies 

the sole is Neoprene crepe that resists oil, so it can’t be worn outside dangerous radia ing plants needed anin-between safety she 

eat and abrasion, and inside is tion areas. A simple change to adapt one for wet-floor departments, So Lehigh came 

that withstands impacts up to a of Lehigh = most popular work shoes to a up wath tha light-w 
will like this smart way to highly speesalized industrial hazard. What's hoot that keeps feet dry and safe — helps to 

prevent bone breakis kids and fall 


emht, ankle-hugging 
shoes for dre ind work yours 7” 
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provides 


you with 


2 
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Quick—Thorough — Painless — Sanitary First Aid... 
on-the-spot! The largest assortment of 
burn spray kits ever offered 


DOCTORS AGREE that certain ic prin 
ns are present in all cases 
is qualified only 
first three: Relieve Pain 
Treat Shock 
irns 1s the quickest, most 
ify ind thorough way to ac 
plish these three very important points 
id treatment. Following 
f sterile dressings must 
sary, in order that the 
ctor in the best possible 
ical treatment. Consult 
tor concerning the type 
preters for first aid treat 
Ss 
ide MSco assortment of Burn Spray 
Aid Kits provides the utmost in flexi 
ations, method of spray 
ice. Al/ are desizn 
tem of first aid 
COMPACT NEW UNIT-TYPE PACKET 
you economically combine 
rst aid requirements with 
type first aid kits 
ze MSco packet provides a 
artridge spray gun (with 
Antiseptic Oil in pres 
110 refill cartridges con 
solution, Packet fits any 


Mle 
Medical Supply Company 


ROCKFORD, ILLINOIS © IN CANADA, IT'S SAFETY SUPPLY CO. 
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NEW, QUICK-ACTION AEROSOL DIS 
PENSERS are among the several outstand 
ing features of the new MSco 

Spray Kit (No. 1010 and No. 103°‘ 

The No. 1010 incorporates the utmost in 
convenience and completeness of contents 
Contains 25 units of various sterile band 
ages and burn first aid items. New pull-o 
drawer contains four 11-ounce Aerosol dis 
pensers supplied with either Americaine or 
Kip Anuseptic Oil 

MSco also provides a new Handy Wall 
Unit (No. 1035-3) with Americaine or Kip 
Antiseptic Oil in Aerosol Dispenser for use 
in boiler rooms, furnace rooms, etc. where 
limited first aid is required. Other types of 


MSco Burn Spray Kits are shown at right 


SEE YOUR COMPANY MEDICAL DI 
RECTOR, discuss your burn first aid prol 
lems with him. Proper first aid will save 
him time and save the patient needless | 
Clinical data covering burn solutions fur 
nished in MSco Kits available on request 
Also, should your medical director desire a 
burn first aid solution not mentioned here 
MSco will provide laboratory tests for y« 
company to determine compatabil 

the solution to various metals 

valves and propellants. Write 

for tacts on MSco Bura Spray 

First Aid Kits 





A flower 
for vour buttonhole 
2 Very day! 


visit Booth 138 at the 
Safet y Congress . . . 
to get your fresh “mum” daily 
and meet 
your Mj ‘ ) distributor 


ALBUQUERQUE, NM —Acme Fire Appliance Co 
ARTESIA. N M —Union Supply Co . Inc 
ATLANTA GA Guardian Safety Lquipment Co 
BIRMINGHAM ALA Satety Engineering & Supply Co. 
BUFFALO NY American Allsate Co tne 
BUTTE MONT Montana Hardware Ce 
CARLSBAD, N M — Union Industrial Comp 
Carlsbad Supply Co 
CHARLESTON. SC Cameron & Barkley Co 
CASPER, WYO. Union Supply Company 
CHATTANOOGA, TENN —C D Genter Company 
CHICAGO, tit Protective Equipment, tnc 
CINCINNATI, O —Wilhams & Company. tnc 
CLEVELAND, O — Wilhams & Company. tnc 
COLUMBUS, 0 — Wilhams & Company. tnc 
DENVER, COLO — Union Supply Company 
DETROIT, MICH — Seco Safety Products Co 
FRESNO. CAL Pacific Mill & Mine Satety Co 
GRAND RAPIDS, MICH — Seco Satety Products Co 
GREAT FALLS, MONT —Montana Hardware Co 
HOBBS, N M - Union Supply Co, Inc 
HOUSTON, TEX — Alhed Safety Equipment. inc 
JACKSONVILLE, FLA Cameron & Barkley Co 
KANSAS CITY, MO — Safety Incorporated 
LITTLE ROCK, ARK — Fire Appliance & Safety Co 
LOS ANGELES, CAL — Dickson Safety Products 
Guardian Satety Equipment Co 
LOUISVILLE, KY — Ort Safety Equipment Co 
MEMPHIS, TENN — Safety Service ( 
MIAMI FLA — Medical Supply Co 
MILWAUKEE, WIS — Protective Equipment, inc 
NEW YORK, N Y — Whitaker & Higgins 
NORTH HOLLYWOOD, CAL Swift Laboratories, inc 
OMAHA NEB Anderson Fire Equipment Co 
ORLANDO, FLA — Cameron & Barkley Co 
PHILADELPHIA, PA Guardian Satety Equipment Co, 
PHOENIX, ARIZ —™ B Houghton Co 
PITTSBURGH, PA —Withams & Company, tnc 
PORTLAND, ORE J £ Haseltine & Co 
RICHMOND VA Southern Medical Supply Co 
ROCHESTER, N Y — Rochester Safety Equipment Co. 
ST Lous, MO Safety incorporated 
SALT LAKE CITY, UTAH. Universal Safety & Fire 
Equipment Co 
SAN DIEGO, CAL Emergency Aids Supply 
SAN FRANCISCO. CAL Brenton Equipment Co 
SAVANNAH GA Cameron & Barkley Co 
SEATTLE, WASH — J E Haseltine & Co 
SPOKANE WASH J E Haseltine & Co 
SUNDOWN, TEX —~Umon Supply Company, Inc 
TAMPA FLA Cameron & Barkley Co 
TOLEDO. 0 Withams & Company, Inc 
TULSA. OKLA —Guardian Safety Equipment Co. 
TORONTO. ONT Safety Supply Company 
Branches in Edmonton, Halifax 
Montreal, Trail, Vancouver, Winnipeg 


60 Distributors with Local Stocks 
Throughout the United States 
and Canada. 


Meo 


Pronounced EM-ESS-CO. 
Medical Supply Company 
Rockford, Mlinois 











New 
Ways 


Fight 
Fire 


Rockwood offers you two big 
advantages. One is long, practical 
experience in manufacture and 
in the field. The other is constant 
research that results in new 
methods and new devices to fight 
fire. This page shows you a few 
of the many products developed 
by Rockwood that have a vital 
part in fire protection programs 
throughout this country. 


For further details on these 
products, and many, many others, 
write for your free copy of the 
Rockwood Catalog, “Fire Fight- 
ing Products.” ROCKWOOD 
SPRINKLER COMPANY, 72 
HARLOW STREET, WORCES- 
TER 5, MASS. Distributors in 
all principal cities. 


oO 


oCKWE 
a 


Engineers Water... 


to Cut Fire Losses 


Type SG-48 WaterFOG Nozzle. 
Kasy to handle. 
high or low velocity WaterFOG 


Discharges 


or straight water stream 


* 


Double Strength Foam Liquid for 
fire hose line Nozzles and per- 
manently piped FogFOAM and 
FOAM installatior 





Type FFF FogFOAM Nozzle. Dis- 
charges FogFOAM, Solid 
FOAM stream, and High Ve- 
locity WaterFOG. 


Proportioning systems. Used when 
pressure is maintained by pump 
Custom-engineered systems also 


available 








ie OO i | 


re 


7 


a it, 
(=~ 


Foam Eductor. [ntroduce 
FOAM liquid into hose lines 
Used with Typ: FFF Fog- 
FOAM Nozzles 


High Capacity WaterFOG Nozzle. 
Quickly controls and extin- 
guishes large fires in buildings 


and flammable liquids 








Type SG-60 Nozzle with FF 
Extension Unit. Five dif- 
ferent kinds of dis 
charges from. only 


one nozzle. 





ei a. a 


ee 


Hydraulically or Manually Con- 
trolled Type FFF FogFOAM Turret 
Nozzle for airport crash fire 


intl 


fighting trucks and others 
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The Most Talked About 


New Name In Safety 


in every level of industry... 
at every time of day 


.. somebody's talking about 


PENOPTIC > 











PENNSYLVANIA OPTICAL COMPANY 


READING, PENNSYLVANIA 
Ruown For Fine Ophthalmic Products Since 18 56 





Ad Is 


The Quality of The 


Products Themselves 


Penoptic products are manufactured and distributed 
by the Pennsylvania Optical Company . . . one of 
America’s foremost producers of fine ophthalmic 
goods since 1886. These sixty seven years of ex- 
perience, as applied to the production of Penoptic 
safety products, makes them quality leaders in the 
safety equipment field. You can order Penoptic safety 
products direct, for better service at a substantial 
reduction in cost of worker protection to you, the 
purchaser. And by dealing with the manufacturer you 
enjoy a closer association with the people who are 


directly responsible for product performance. 


teh See Them, Test Them, Price Them at BOOTH 202 
rece on at the NATIONAL SAFETY CONGRESS! 


PENNSYLVANIA OPTICAL COMPANY 


READING, PENNSYLVANIA 
Ruown For Fine Onhthalmic Products Since 1886 





deep 


131—Heavy canvas | 


ck, the Miller r 
» bog ss equipped 


tton cover and 


astening 


4€S- 
Russet 


Belt 


N 
with 


bock 


leather pockets 


fit 


Ops ordinary ¢ 


No. 2'AS—Practical ister 


fiber between the two layers 


1g th turdy lea Harness leather 


, 


Reinf 


diameter x 


reed fibre 


sleeve and 3 eather 


rcer 


Treated + 


Elke 
sh f 


3 


and 


taperedt 


Ook Har 
r service and 


single bar 


ent 


p sides f 
pe hor 


my bolt and 
sde from st 


forced 


ty 
edges 


ted corners 


ness 
"9 
dee 


reinf 


Russet leather po 


ye! very 


ght weight 


“Insu 


Latigotan Harness leather b 


riveted 


ser 


fi 


atigot 


rchets 


rced with 


146-P ted Blue 
Blade screwdriver with 4%” 
blade, 6” 
ided 
shank, pro 
and 
Another M 


No 


drop forged 
long. P 


directly to the 


0—Heavy 
bucket 


convo 
tic is om 
with tovat a s 


am. 12” diam 
deep fice’ p 


leather bot 
x15 

ring and leather reinforce 
Treated 


“ine viding great safety 
serviceability 








ler origina 


ment 2 up sides 


rope handle 


Miller equipment is designed for safety, 
made for long wear, and worn with comfort. 


safe with Miller non 
lating plier grips 


to fit all pliers 


Miller products are favorites everywhere for 
assured safety, economy, and high quality 
because Miller leads where safety is first. 
New, colorful catalog showing complete line 


will be sent upon request. 


EQUIPMENT CO., 18 Miller Ave., Franklin, Pa. 
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5 NEW KEYS TO GREATER 
INDUSTRIAL SAFETY 


DAVIS AMERICAINE BURN KIT 
with the amazing pain killer 


The kit with everything to relieve pain 
from a burn. Included are two forms of 
the antiseptic pain killer “Americaine: the 
greaseless, water soluble ointment (tube 
and jar) and the liquid in an Aerosol 
Dispenser sprays a quick, gentle, 
pain killing liquid. Variety of 2” and 4 
bandages and compresses All stored in 
a red steel Davis Kit 


Write for Bulletin #324 


DAVIS PLASTIC 
ADHESIVE BANDAGE 


flexible, inconspicuous 


COMBINATION 
WELDING SHIELD AND HEDGARD 
double safeguard action 
Ihe unrestricted, flexible movement 


bandage. Colored to match your 
skin—hence less conspicuous. So 


A one-piece DAVIS molded fibre 
or plastic welding shield. Attaches 
to Hedgard Model F with special 
quick coupling. Shield and Hed , thin, so lightweight you do not feel 
gard easily separated, and Hedgard it on a finger joint. Water and oil 


can be worn independently resistant 


Write for Bulletin 





Write for Bulletin #1407 


DAVIS WINTER LINER 


DAVIS PLASTIGLAS HEDGARD 
meets all cold weather needs 


the safety hat your men will want to wear 
A cap made of strong cotton 
twill and lined with cotton 


flannel for comfort and 


The ill irculated crack 
proof un-proof, rain-proof 
safety hat. Resists 40-pound 


mpact, elect hock, drip warmth. Especially made for 
! c ectric SNOCK, 


cradle type Hedgard. Ear 
flaps attach to cap lining b 
moisture. Features style and doear en — it 

snap tabs. Adjustable cot 
comfort. Universal cradle 

ton or elastic chin straps can 
one hat fits all head sizes 

be attached to ear flaps by 
and shapes. Special brim snap a a aa, ae 

aps a a e om 

protects back of neck jee : 


ping fluids, and immune to 


apart from ear flaps 


W rit Write for Bulletin #1407 


The Complete Davis Safety Line Booths 75-76 


FIRST AID 

Unit Dressing (D Carton) 
System 

Tannic Acid Jelly for Burns 
(Tannoid) 

Cotton-lined Gauze 
Compress 

Self Adhering Gauze 
Compress Bandage 

GAS SAFETY EQUIPMENT 

Light Colored Rubber 
Compound for Masks 


Inhalators and Resuscitators 
with removable breathing 
bag, cylinder and pressure 
reducing valve 

Neoprene Coated Airline Hose 

Hose Masks 


GAS ANALYSIS 
0-100 Gas Analyzer 
Gas Alarm Systems 
Portable, Toxic and 
Combustible Gas 
Indicators 


CONRAD HILTON HOTEL, Chicago, Illinois 
October 19 to 23 


Star € T2Y¥ 


DAVIS 


DIVISION 


DAVIS eatirwenr CO., INC. 


55 Halleck Street, Newark 4, New Jersey 
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13 SYSTEMS 


FOR EVERY INDUSTRIAL APPLICATION 


REMOTE HEAD SYSTEM 
Continuous combustible gas analysis, recording and 
alarm system covering one or many points. 


TUBE SAMPLING SYSTEM 


Economical protection for 3 to 12 different locations 
where continuous analysis is not required. 


EXPLOSION-PROOF SYSTEM 


Alarm systems for Class 1, Group D areas. 


SEMI-PORTABLE UNITS 
Complete and accurate analysis, with or without 
alarm and recording features, in a movable housing. 
Also, hand units. 





The Davis line of Gas Analysis and Alarm Systems has been 
designed to provide industry with dependable, accurate instru- 
ments to meet every requirement in protecting lives, property 
and processes against toxic and explosive gases and vapors. 
Davis units are tailored and installed to provide maximum per- 
formance in each specific application. Literature on the complete 
line will be sent gladly upon request. 
Booths 75-76-— CONRAD HILTON HOTEL, Chicago, Illinois 
October 19 to 23 


rwinonrt DAVIS INSTRUMENTS 


Tube Sampling 


Gas Alarm System Rietiten af D AV | S Seppe none CO. INC. 


55 Halleck Street, Newark 4, N. J. 
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.. » by the leaders in the scaffolding industry! 


EXTENSION LADDERS SINGLE LADDERS | 
a 





GOLD MEDAL SAFETY PLATFORM UNDERWRITER 
SAFETY EXTENSION TRESTLES STEP LADDERS STEP LADDERS 


GOLD MEDAL LADDERS 


(Also Magnesium Ladders) 











d 


“TROUBLE SAVER” 
SECTIONAL STEEL 
SCAFFOLDS 


(Fixed or Rolling) 








GOLD MEDAL 
TUBELOX ROLLING SCAFFOLD 


CONRAD HILTON HOTEL, CHICAGO, OCTOBER 19 TO 22, 1953 


Members of our staff will be on hand to welcome you and discuss your scaffolding problems. 
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Speedy, folding scaffold for one man 
handling and erection. Sketch below 
shows erection of base section with 
man tanding within base area 
rd aluminum intermediate and 

ns may be used with Fold-A 














vs 
SECTIONAL LADDER SCAFFOLDS 





ALUMINUM ROLLING SCAFFOLDS 
also available 


STEEL 
or 


ALUMINUM 
































Wa \\ rl \\ i if 





TUBELOX SCAFFOLDING SWINGING SCAFFOLDS 





; Goo (eon Greater Safety ... Efficiency ... Economy 
: $s 


Mibteto) THE PATENT SCAFFOLDING CO.. Inc. 


Scat 
38-21 12th Street, Long Island City 1, New York, Dept. NSN, 1550 Dayton Street, Chicago 272, Illinois 
Branch Offices in Principal Cities Across the Nation 
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on Maintenance Work with 


“TROUBLE SAVER’ £20234." 
® SCAFFOLDING 

Simplify plant maintenance. “Trouble Saver" Steel Scaffolds 
assure greater economy and safety. 
Scaffolding erecting and dismantling time is sharply reduced. 
Men do more and better work on firm, safe scaffolding. 
You protect workers against costly accidents. 
Less labor is required for any job. 
Convenient, efficient scaffolding cuts material waste. 
“Trouble Saver” Scaffolding is available in types and sizes for 
every maintenance need — indoors or outside. Write for Bulletin 
PSS-24 and Catalog M. 


AVER” SS - 


|| s TROUBLE S 


affolds 


ii 
“wre 


Left: A typical “Trouble Saver” 3 

industrial rolling scaffold, equip- 

ped with casters, used for repairs | 

and painting. el 8 
Right: “Trouble Saver” LADDER is 
SCAFFOLDING —can be quickly 
put together from ladder units, 3‘, [aga 
5', 6'-6" or 10’ high. Extension Fie 3 
bases, 3’, 4’ or 5‘ wide are used for > 
working at greater heights 


“TROUBLE SAVER” [fy ff] @ SAFE + i 
Adjustable @ STRONG eh, ote 
STEEL TRESTLES @ ECONOMICAL So 


The Steel Scaffolding Company, Inc. 


aah aioe acs, Chicree — 856 Humboldt Street Dept. NSN Brooklyn 22, New York 
———e Telephone: EVergreen 3-5510 


“8 


.. ; 
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says Foreman of 


BURNY BROS. BAKERY, CHICAGO 














Garage and stockroom floors in Burny Bros. large, modern bakery get daily 
scrubbing with a Job- Fitted Combination Scrubber-Vac and Setol Cleanser 


Tu Y°RE an unbeatable team to speed the cleaning of 
oily, greasy floors. Here’s why: A Scrubber-Vac completely 
mechanizes scrubbing. It applies the cleanser, scrubs, flushes 
if required, and damp-dries the floor —all in one operation! 
Job- fitted to specific needs, a Scrubber -Vac provides the 
maximum brush coverage consistent with the area and ar- 
rangement of the floors. Its teammate, Setol Cleanser, is 
specially designed for the greater speed of combination- 
machine -scrubbing ... emulsifies grimy oil and grease in- 
stantaneously for fast, thorough removal by the machine's 
powerful vac. Moreover, Setol retains its strength longer 
than average alkaline cleansers. This, too, speeds the clean- 


ing process... saves on materials ... and cuts operating 


FINMNELL SYSTEM, INC. 


Originators of Power Scrubbing and Polishing Machines 
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time of the machine, which in turn reduces labor costs, 
The Scrubber-Vac shown above is Finnell’s 213P, for heavy 
duty scrubbing of large-area floors. It has a 26-inch brash 
spread, and is capable of cleaning up to 8,750 sq. ft. per 
hour! Finnell makes sizes for small, vast, and intermediate 
operations (available on lease or purchase plan) ... also a 
full line of fast-acting cleansers. In fact, Finnell makes 
everything for floor care! Find out what you would save 
with combination-machine-scrubbing. For demonstration, 
consultation, or literature, phone or write neerest Finnell 
Branch or Finnell System, Inc., 2210 East Street, Elkhart, 
Indiana. Branch Offices in all principal cities of the United 
States and Canada. 


BRANCHES 


[| FINNELL IN ALL 
PRINCIPAL 
‘y CITIES 
MAMUVENBANY 








Safety Box Toe Company truly makes a steel toe for every safety 
purpose... safety steel toes for work, semi-work, dress, semi-dress, 
women’s and rubber footwear...all in a range of styles, sizes and 
widths. From two busy fabricating plants, both fully equipped with 
every needed skill and technical facility, flow millions of steel toes 
to meet the ever-increasing demand for toe protection in this 


country and foreign markets. 


» 


The inside story of safety toes has been one of 
constant progress, from the original Munson type 
hammered out in an old New England blacksmith 
shop to the present day styling in toe profiles. 
Not only have profiles changed but safety features 
as well. Modern steel toes are precision built and 
tomorrow’s trends are anticipated in today’s 


engineering. 


AFETY BOX TOE COMPANY 
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f 4 2225000 
\ RUS 


hoplattty 

HAS NOW PASSED THE 

Ls MILLION PAIR 
MARK 


53 progressive safety shoe manufacturers throughout 
the United States and Canada now specify WINGUARDS 


for their dress and work type footwear. 


See us at Booth 231 
Alst National Safety 
Congress Exposition 
October 19-23 
Conrad Hilton Hotel 
Chicago 








812 STATLER BUILDING © BOS TON 
SELLING AGENTS: BECKWITH MANUFACTURING COMPANY, DOVER, N. H 


WRIGHT-GUHMAN COMPANY, ST. (LOUIS, MO BECKWITH BOX TOE, LTD, SHERBROOKE, P.Q., CANADA LENNART LJIUNGOVIST, TIBRO, SWEDEN 
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A steadily mounting volume of orders based upon a solid foundation 
of repeat business from large and small customers alike is concrete 
proof of customer preference for PAX. This preference has been built 
by rigid adherence to the principles of SAFETY, SATISFACTION, 


QUALITY and ECONOMY incorporated into every pound or gallon 
of PAX Products. 





PAX Granulated Industrial Skin Cleansers are noted for their 
safety. This is the quality most difficult to achieve and maintain in o skin cleanser. 
The danger of harshness is obvious but mildness alone is no guarantee of safety. 
A mild skin cleanser that does not work efficiently not only leaves harmful irritants 
on the skin but drives workers to use dangerous solvents and other make-shift cleaning 
methods. PAX Skin Cleansers’ ability to achieve high cleansing efficiency while main 


taining mildness is one of the strongest reasons for continued customer preference 





Worker satisfaction with PAX 
is demonstrated by the thousands of unsolicited letters praising 
PAX that come from workers everywhere wanting to buy PAX for 
their own use. This is of extreme importance. Worker dislike of 
a skin cleanser, for any reason, will result in their neglecting to 
use it. The management pays in lost time, medical bills and com 
pensation claims when neglected washups lead to Industrial 


Dermatitis 


The end cost of a skin cleanser in use is 

the only practical way to measure economy. PAX Granulated Skin 

When you specify any PAX Product you get as an extra Cleansers consistently prove to be lower in actual cost than 
dividend the experience, ability and special know-how of 
our PAX Research and Testing Laboratory, acquired through 
more than a quarter-century of continuous sesearch and 
development. how much money you save—plus improved performance. 


competitive products, even those initially priced at much less per 
pound. Put in PAX for a six months’ test. You'll be gratified at 


G. H. PACKWOOD MFG. COMPANY 
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GRANULATED 
SKIN CLEANSERS 


AND OTHER PAX PRODUCTS 


Your assurance of constant high quality is rep D> 
the PAX system of laboratory contro! of production. Quality at o Frere 
reasonable price is guaranteed by PAX volume. Volume selling COMMITTEE 
of PAX Skin Cleansers and other PAX Products makes possible ON 
volume buying of materials, volume production methods and 
volume distribution. All of these mean quality at a reasonable 


price to you 


PAX Products are distributed nation- PAX-LANO-SAV Heavy Duty 


ally through PAX Warehouses and Granulated Industrial Skin 
Cleanser has been awarded the 


Jobber Stocks. Ask us for the name Seal of Acmgtanse of the Com> 


of your nea rest distributor. mittee on Cosmetics of the Amer- 
ican Medical Association. 


tHESE PAX propucts 
GIVE YOU MORE FOR YOUR MONEY 


PAX-LANO-SAV HEAVY DUTY Granulated Skin Cleanser. The Aristocrat of All Granulated Skin Cleansers. Unmatched for fast, thorough 
cleansing ability and kindness to the skin. The largest selling brand of all! skin cleansers in the industrial field. There is also a complete 
line of PAX Granulated and Powdered Skin Cleansers for every requirement—priced to fit every necessity. 


PAX HECTO INK SKIN CLEANSING CREAM—efficient, pleasant-to-use cleanser for quick, safe removal of hecto or other duplicator ink 
stains. Typewriter ribbon and corbon paper smudges are whisked away like magic! 


PAX-SOLV WATERLESS SKIN CLEANSER—vastly superior to ordinary waterless skin cleansers whose soil removing properties are limited 
to grease and dirt. In addition to doing an excellent job on these ordinary soils, PAX-SOLV removes from the skin stains and other 
hard-to-remove substances that others will not. PAX-SOLV is unsurpassed in cleansing action, safety and economy. 


PAX DISHWASHING COMPOUNDS for machine and hand use—establish new standards of efficiency and economy wherever they are used. 
PAX DEGREASERS—powdered and liquid—will handle the toughest metal cleaning jobs better, faster, safer and at low cost. 
PAX GENERAL PURPOSE CLEANERS—to meet any or all cleaning needs 


PAX OB-SER-VISION ‘Soap Sover'’ Dispensers—for powdered and granulated skin cleansers. No other dispensers offer so much in long 
service and money-saving features. 


All product names are trade names of the G. H. Packwood Mfg. Co 53.) 


1545 TOWER GROVE AVE. - ST. LOUIS 10. MO. 
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J. S. McKindsey 
Vice President-Seles Manager 


D. W. Murray 


D, J. Wriggelsworth 
Industrial Sales Pr tion Mgr. 

















Glendale, Missouri 


K. F. Trimble 
Milwaukee 13, Wisconsin 


Rogers E. Farnham 
Bosten, Massachusetts 














J. L. Sergeant Mer. 


Windsor, New York Gro-Cord Rubber Co. of Canada, Ltd. 


| & 
| ¢ 


5/ CONRAD | 
HILTON | 


EXHIBITION HALL 
“Ss Cow wag Ve OV Ss 


THE GREATEST NAME IN SAFETY 


GRO-CORD RUBBER CO. 
LIMA, OHIO 


Cenadian Plant 
GRO-CORD RUBBER CO. of CANADA LTD. 
Tillsonburg, Ontario 


National Safety News, October, 1953 





...and boost 
production and safety 


products 


End slow, dangerous hand removal of work with a 
Schrader Air Ejection Set. Install Schrader Air Ejection 
Sets on your power presses—or any machines with moving 
parts to actuate a cam or sliding tripper. You'll find produc- 
tion soars—up to 100° ... operator safety is boosted 50°. 
Replace hand removal with Schrader Air Ejection and 
watch your presses take a new lease on life. 

Replace wasteful, homemade steady air blasts with 
Schrader Air Ejection Sets. Air costs drop as much as 90°% 
because Schrader Air Ejection Sets ration out just enough 
air to do the job... synchronize your air blast with demand. 
Before you decide your old compressors have reached full 
capacity, check with Schrader to see how to cut air waste. 
Schrader Air Ejection Sets are delivered fully assembled and 
ready to go to work. Their low cost is more than repaid in 
just a few weeks. 

See how Schrader Air Ejection Sets will help you plan 
more effective use of machines. Write, describing the ma- 
chines on which their use is contemplated—or fill out the 
coupon below. 





Mail This Coupon Today 


control the air 


A. SCHRADER’S SON 


Division of Scovill Manufacturing Company, Incorporated 
Air Cylinders * Operating Valves ® 452 Vanderbilt Avenue, Brooklyn 17, N. Y., Dept. J-2 


Press & Shear Controls ® Air Ejection 
Sets * Blow Guns ® Air Line Couplers ® 
Air Hose & Fittings * Hose Reels * Pres- 

: : . Name 
sure Regulators & Oilers ® Air Strainers 


* Hydraulic Gauges * Uniflare Tube Company 
Fittings 


Address 
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1 am interested in more information on 





Welders Cover Goggles Dust-Free Fog-Free Goggles 
STYLE No. H22 STYLE No. 1040 


( 


FACE AND EYE 


Metal Frame Spectacle Goggles 
STYLE No. H34 


Featherweight Face Shields 
STYLE No. F120 


Established 
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Acetate Frame Spectacle Goggles Featherweight Plastic Goggles 
STYLE No. H20 Clear and Green 
STYLE No. 1050 


Welders Fiberglass Helmet | Featherweight Clear Plastic Lens 


STYLE No. 700-3-C for STYLE H20, H34 FRAMES 


BEL SI ss seteete sree « roviseae, tc 
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NOW! Team Up 


TO CUT CRANE ~=>"*» HOISTING COSTS! 


fa 


+ ] 
Z 
; 


a 


As Tough as Tuffy Slings 


Throughout industry where slings are used, 
Tuffy Slings have set high performance 
records. Their extra flexible, non-kinking, 
non-knotting, patented 9-part braided con- 
struction has in a few years made Tuffy the 
sling preferred by the men who work with 
them and the men who watch sling costs. 


Many times our engineers have been proposi- 
tioned to develop a hoist line which would 
measure up to Tuffy Slings in flexibility, wear- 
ability and extra toughness to absorb load 
shocks and stay on the job longer, and cut 
downtime and hoist line costs. 


Now, you can forget about all the complicated 
specifications you've wrestled with in buying 
hoist lines. Just give the diameter and length 
wanted and specify Tuffy Hoist line. 


After many months of laboratory research 
and many more months of testing in field, 
Union engineers are ready to put the New 
Tuffy Hoist Line up against any rope ever 
used on overhead, stiff leg and mobile cranes. 
Reports from the field tell of Tuffy Hoist Lines 
running two and three times as long as the 
ropes previously used. Next time reeve your 
crane with Tuffy. 


Forget Specifications... 


Say Tuffy To Your 
Distributor... 


and tell him the diameter and length. 
To order slings, specify Tuffy, sling 
type, diameter, length and fittings 
wanted. Or you can buy Tuffy 
braided wire fubric on the ceel if 
you do your own rigging 


Write for 48 page Sling Hand Book and 
Rigger’s Manual and information on Tuffy 


Hoist Line. 
Your distributor can supply the Tuffy 


you need. 


unroni: corporation 


2224 Manchester Avenue ~ Kansas City 26, Mo. 
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ARE SHOWING.... 


accident 
compen- 
sation 


< xe 


« 
wate ach 
\ wo sie 


v 


ae oo® 


ie lost time 
of key 


personnel 


Wouldn't you like a share of the 


LEGGE MAINTENANCE SAVES EVERY YEAR? 


© amount of insurance covers all the hidden 
costs of an accident. The only cure is prevention. Stacks of case histories show LEGGE products 
That’s why leading hospitals, industrial, commercial consistently outperform ordinary polishes. Stay on 
and municipal buildings rely on LEGGE Floor Main- the floor months longer without the need for strip- 
tenance. The Safety device is built into LEGG! ping and reapplying. A famous institution lopped 
Polishes. Slip-resistance goes up to 75% beyond $/9,000 off its annual budget in labor and materials 


U. L. requirements alone. 


One large concern averaged 2 slip-falls a week. We'll gladly send full information and our Free 
It now reports no such accidents at all with LEGG booklet “Mr. Higby Learned About Floor Safety — 
Maintenance. the Hard Way!” Clip the coupon today, please. 


Walter G. LEGGE Company, Inc., 


Jept. N-10, 101 Park / - 
De} 10, 101 Park Ave Walter G. legge Company, Inc. N-10 
New York 17. N. Y 101 Park Ave., New York 17, N. Y. 


WHE [_] Send me your FREE booklet, ‘Mr. Higby learned about 
4 »it “eM 5 Floor Safety”. 
ceLeeaatiag ‘L) Have a legge Safety Engineer phone me for an appoint- 


s L E GG E . y Ba YEARS ment. This does not obligate me 


. TT stant ON w ef emoceroet safety 
mY Name 


Firm 
Branch offices in principal cities. 


LEGGE SYSTEM In Toronto, J. W. Turner Co. Street 
\ of Safety Floor / : 
Vaintenance City 
SEE US AT BOOTH NUMBERS 36-37 
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With some eye-protection prob- 
lems, a toss of a coin could deter- 
mine the choice of metal frame 
over acetate—or vice versa. Usually, though, the job situa- 
tion dictates the frame type. In any case, the degree of 
protection depends on the skill in the design, quality work- 
manship and materials. You can be sure of the quality, 
always, if you specify safety eyewear by Bausch & Lomb. 


You can benefit from these 
Bausch & Lomb industrial 


vision services 


1. Complete Line of Protective Eyewear i - 
—Completely dependable safety eye- : ee ow. 
wear engineered to meet the most = 
rigid tests for every job in your plant. \ , 
Protection from all types of eye hazards. < ‘4 
\ 


Corrective- Protective Service — Fast, 
dependable laboratory service in 
every major industrial area for pro- 


fessi Ily- i = 
debe ee = H-10—Non-corrosive white metal frame with rigid double bridge 


efficiency. construction, actually lighter than its Bausch & Lomb acetate 
counterpart. Rugged, easy to fit. Cable temples are insulated, sweat- 

Plant Surveys on Eye Protection— proofed. 

Bausch & Lomb offers services of ex- 

perienced safety experts to investigate 

problems of eye-hazardous opera- 

tions in your plant and make recom- 

mendations for their solution. 


Employee Education Programs—Post- 
ers for bulletin boards, pay envelope 
inserts, other material designed to 
stimulate interest among workers for 
eye safety es; an adjunct to 
your safety program. 





Occupational Vision Service—A 
quick, dependable method fer relat- 
ing visual performance of each em- 
ployee to his job. The Bausch & Lomb 
Ortho-Rater is especially valuable for 
identifying accident-prone workers. 


leadership in Optical Science-—For Y-70~—All-acetate model is ideal for workers whose skin is sensi- 
100 years Bausch & Lomb has been a tive to metal frames. A favorite with women because with rigid 
leader in research and development temples Y-70 is easy to slip on and off without mussing hairdo. As 
ok ama onapt poet Ba yp with H-10, above, full range of bridge sizes and lens sizes. Ideal for 
. a afe “nse er's Ore . Ask for full data: 

jain % fitlnaa tedey ¢ thi safety lenses ground to worker rescription. . 
ca Ol  peecer ti a Bausch & Lomb Optical Company, 90322 Smith S¢., Rochester, N.Y. 


BAUSCH/G LOMB Vi 
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VAPORIZING LIQUID 


Multi-purpose extin- 
guishers. Safe on elec- 
trical fires, effective on 
flammable liquid fires. | 
qt., 112 qt. pump types; 
also in 1, 114%, 2 qt., 1 
gal. pressure types. 


PUMP TANK 


Shoots a continuous 45- 
foot stream of water or 
anti-freeze solution. Re- 
fillable while in opera- 
tion. For fires in wood, 
paper, textiles. 2'2 and 
5 gal. sizes. 


SODA-ACID 


Standard protection for 
ordinary combustibles. 
Shoots a steady 40-ft. 
stream. 2)% gal. size. For 
offices, factories, stores. 
Also made in 40 gal. 
wheeled units. 


HAVE YOU GOT 


THE RIGHT PROTECTION 


FOR YOUR HAZARDS ? 


CHEMICAL FOAM 

2!) gal. size produces 
about 22 gal. of fast- 
acting foam. Ideal for 
flammable liquid and 
ordinary combustible 
hazards. Also 10 gal. and 
40 gal. wheeled units 


CARTRIDGE- 
OPERATED 


Eliminates annual re- 
charging. For fires in 
wood, paper, textiles. 
Shoots either water or 
anti-freeze solution. In 
21% gal. size. 














Anti treeze 
Type 


AIR FOAM 


Couple playpipe to 
hose line. Every 19 gal. 
of water and 1 gal. of 
PYRENE Foam Com- 
pound yield 200 gal. of 
foam! For flammable 
liquids and ordinary 
combustibles. 








Available from Pyrene® jobbers throughout the 
country. Buying from jobbers assures quick delivery, 
saves transportation costs. *T.M. Reg. U.S. Pot. Off 


PYRENE MANUFACTURING COMPANY 
583 Belmont Ave., Newark 8, New Jersey 
Affiliated with C-O-Two Fire Equipment Co 


Stainless Polished 
Steet Copper 
For your own home and car 
—Pyrene’s new push-button 4, 14144 
refillable extinguisher. {fae 
FIRE 
EXTINGUISHERS 
— 
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HOW TO PLACE YOUR SAFETY MESSAGE 
WHERE IT WILL 


in your 


employee's hands ...in his pockets 


yy 


(HERE are three sound reasons why the book 
match is such an outstanding medium for getting 
your safety message noticed, read and remembered! 


Surveys show that the percentage of smokers among 
industrial workers averages about 90‘7. You can 
safely assume that at least the same percentage of 
your employees smoke, and that a book match is 
virtually a daily necessity to them—something al- 
ways welcomed and never thrown away until com- 
pletely used. 


The book match gets closer to and stays longer with 
its user than any other type of medium that could 
be used for your safety message. The user is ex- 


...in his home 
» v 
LN ti 


—, 


posed to the message every time he lights a match 

and surveys have shown that the message on a 
book match is read by almost 100‘, 
by better than 35°, 
those figures! 


remembered 
No other medium can equal 


It is used at work and at play, at home and away 
Whether an accident happens in the plant, on the 
highway or in the heme, it adds up to the same 
thing: lost production. With book matches, your 
messages are constantly on the job— your safety 
campaign does not begin and end at the plant gates 
In addition, a book match safety campaign is good 
industrial relations. The whole family will know 
that you are conscious of the employee’s safety and 
welfare when book matches are used to carry yout 


safety message! 


You can distribute the books at the gate at quitting time. Or you can put them in cigarette vending ma 
chines, pass them out in the cafeteria or lunchroom, give them to local restaurants, bars, filling stations 
etc., or distribute them at union meetings and company social gatherings. The cost, based on a distribu- 
tion of one book match per employee per working day amounts to as little as $1.50 to $2.50 per employee pe 


year! 


BOOK MATCH ADVERTISING DEPARTMENT 
THE DIAMOND MATCH COMPANY 


125 PARIDON STREET 


SPRINGFIELD, MASS. 
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electrical 


Then here’s your hat, the world’s most 
complete protection for electrical work 
ers. Molded Fiberglas withstands stand 
ard 40-pound impact resistance tests 
Tests 10,000 volts with a maximum leak- 
age of 5 milliamperes. Each hat and cap 
is individually tested and guaranteed to 
withstand 10,000 volts. 


10 KV CAP 10 KV HAT 


petroleum 


. ~ 
a1VreY 
aircraft 

or wherever workers prefer metal 
safety hats. Streamlined aluminum hats 
ire comfortable; they are the lightest 
safety hats made. Hard Boiled aluminum 
cap weighsonly 10ounces! Rugged ribbed 
crown construction gives them extra 
strength, but still retains resiliency. 


ALUMINUM ALUMINUM 
SAFETY CAP SAFETY HAT 


t ti ] ° mining 

construction ogging —wherever head protection Designed by miners for miners. This hat 

is essential. Glass Hard Boiled hats, by any test, are easier to wear and greater is the perfect combination of safety, con- 

protection! The crown of this Hard Boiled hat is so tough we had to devise venience and comfort. Grooved crown 

special tests to measure its full ability to protect heads. holds lamp cord securely. Raintrough 
edge around hat’s edge acts as pad to 


HARD BOILED HAT HARD BOILED CAP protect wearers’ ears and neck when hat 


is hit. Approved! 








Save money with Hard Boiled hats 


Stock only one size. Headbands are quickly odjustable 
I: 4 mul to head sizes 6% to 7%. Headband can be adjusted to 
; é a perfect fit in two minutes. Hard Boiled hats are easy 

to issue ~ easy to stock and are available in your choice 
Hats of color 


Distributors in principal cities 


WINTER LINERS. Three types 275 Eighth Street 


on Cees ee” San Francisco, California PAALAALILIG 
model hats. caps. Fabric ex 


terior. down-like interior BULLARD 
For below zero, use in any 


combination with Skaters IN SAFETY 


Write for free literature 





type elastic knit ‘shown) 
or Knit Skul! type. Liners 
are fire-resistant 
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PRODUCED by 


Rose Wg. Co. | 


| 
| 


Li 








a) aw ad 








It's easy to see why there are so many en- 
thusiastic Sofe-Hi fons these days. An 
acknowledged leader in industria! safety | 
for many yesrs, Sofe-Hi has kept abreast 1 
Of jprogress th'the field by continually in- H “. an, || 
corporating the latest scientifically-tested J Indystrial Safety Belts ...: Auto Safety Belts | 
features into its present products . . . by i al oe 
continually adding necessary new safety gl . 
equipment to its product line. The Sofe-Hi ial 
safety record is outstanding. Make it your 
sofety record, too, by insisting on Sofe-Hi 
equipment. 

For full information, 

write today to: 























_~ROSE MANUFACTURING CO. | 


1731 ips 
31 Arapahoe Street LW _ _ — CGhisel Grips 
DENVER, COLORADO 








SEE US AT BOOTH No. 45 
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In plant after plant MERCATOY Sling Chains fin 
...in the Lifting Zone 


‘ae 
give extra protection to 
men and materials 


in the Danger Zone 


use 


Herc-Alloy 
here... 


| DANGER, ZOE 7” 
: | bathe 4 a 


ateater safety 
here... 


DANGER ZONE 


> For Maximum Safety it in ‘your plant... 


SPECIFY HERC-ALLoy SLING CHAINS 


In addition to an extra margin of safety, the special analysis heat treated h 

alioy steel in Herc-Alloy Sling Chains offers two secondary advantages: tit | 
HERC-ALLOV One is lighter weight that reduces worker fatigue. The other is a longer Le canis 
—_— life that reduces chain costs. A trial of Herc-Alloy Sling Chains in your ' j 


.is the plant will demonstrate these benefits to your complete satisfaction. 


ae CHU COLUMBUS McKINNON ; 


CHAIN CORPORATION 


TONAWANDA, NEW YORK PR tw 
DISTRICT OFFICES: NEW YORK, CHICAGO, CLEVELAND 
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Quality 
£yé and 
face 


Published by Sellstrom Manufacturing Company, 626 No. Aberdeen St., Chicago 22, Illinois 


Eng neer is | 
to forward a Fiber Glass Helmet 
After using the helmet 

‘) days you can decide whether you 

| You have nothing 

se and everything to gain by such a 

We will invoice the helmet through 
‘ favorite dealer or direct 
Wr. Dealer: The interchangeability of head 


years on plate holders for the new Sell 


Simply give per 


0-day memo 


it or return it 


trom Fiber Glass helmet means maximum 
ofits and minimum inventory for you 


Sellstrom No, 230 Fiber Glass Helmet 
vailable with either the Standard or 
Sel-O-Matic headgear ind either the 
indard Front Loading or the Lift 
nt” Plate Holder 


Announcing the 
Amazing SELLSTROM 


The Sellstrom Manufacturing Company per 

fected a method for using Fiber Glass to 

reinforce fiber to make a new material so 

tough, so serviceable, so long lasting, that 

this new No, 230 Fiber Glass Helmet should ¢ 
shortly be the preferred helmet wherever 

there is welding. 


1 
Check These Advanced Features! The Standard Headgear No. WMXK 


1. 5 times stronger than ordinary fiber 
helmet. A % 
five feet cracked an ordinary fiber 
met but merely bounced from the 
Glass Helmet A ball five times 
weight (24% Ibs.) went through the 
fiber helmet but did not even dent the 
Sellstrom Fiber Glass helmet 
Has no grain, therefore no weak 
Does not readily transmit heat 


pound steel ball dropped ne of the simplest to adjust The over 
hel head band and the band around the head 
Fiber nay be lengthened or shortened to size and 
thi ire held in position by a plastic control 
ob at the back of the headgear. Equipped 
genuine le ather sweat | id and tension 
for holding helmet in ny up ol 


position 


welder cooler 
Has elasticity to withstand roug 
ment. 
Will not readily absorl moistur 
its shape indefinitely. (Wher 
in a 160 degree salt solution 
hours, it absorbed le than 
of moisture.) 
The Sellstrom Fiber Gla Hel 
the lightest helmet of its kind 
market, 
Finished in the popular Slack er 
Your choice of the Standard 
Loading or the “Lift) Front Sel-O-Matic Headgear 
Holder 
Your choice of the Standard ¢ Me Lhe M identities this he 1dge i 
Sel-O-Matic headgear Sellstrom helmet. (1) Can be adjustec 
Both headgears and both plate holders fit while the helmet is on the head. (2) 
are interchangeable Fit the same Once adjusted, it remains secure until 
opening Therefore headgear or plate hanged by hand. (3) Can be used with 
holder can be changed to comply vy iny nd all stvles of Sellstrom helmet 
the desire of the welder 1) The only headgear with the teeth 
This helmet is so new, so wonder hat i special plastic impregnated tough 
we ask you to permit us to do vo ‘ oid fiber, practically imype 
cial favor. Here is what we sugges ‘ risture (5) The three 


62 


the headgear three sets of teeth 
iit the he adgear to outlast and 
three ordinary headgears (fy) 
with a standard sweat pad, kept 
by real sweat band leather and 


fasten 


“"S” Lift Front Plate Holder 


S” always identifies the new “Lift Front” 
late holder. Fits on all Sellstrom rounded 
It is moulded from heat-resisting 
Durez, with a pressed steel cover front as 


helmets 


in extra protection if accidentally dropped 

It combines light weight ind strength, is 

ihbsolutely lightproof The cover plate can 

be changed without removing the filter 
ile 


Standard Front Loading 
Plate Holder 


Combines plastic and steel lightweight con 
struction with durability and simplicity in 
Consists of an 


Strong retaining 


operation Has no rivets 

outer and inner frame 
ng holds plate firmly in position. Per 
quick replacement of plates 


invited to see and Inspect this new 
lass Helmet when you attend the 
Safety Congress at the Conrad 

otel in Chis igo, October 19th to 
(onsultant present at all 


Your 
dependable ies 


equards 


Oe" Fes ond bore 


buying guide 

for more than 
300 Eye and 

Fa:e Safe- 


guards. 
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GREATER SLING FLEXIBILITY THROUGH 


am . 
Macwhyte’s Atlas Braided Slings 
Atlas Braided Slings have far greater flexibility because of 
Macwhyte’s balanced method of construction: 
1) Ropes are spliced endless before braiding. 
2) Right lay ropes balance left lay ropes. 
3) All ropes follow uniform spiral paths, assuring balanced tension 
throughout the sling body. 
Macwhyte’s “Balanced Braid” permits fuller, safer gripping ... 
no kinking ... no spinning . . . faster materials handling. 


Complete line of slings for every need 

Three body types are available: Atlas Round-Braided, Drew Flat- 
Braided, Monarch Single-Part. All are made to order in any size 
for any job. 

Our sling engineers will be glad to study your sling needs and 
make recommendations promptly. 


115 Ton Casing Assem 
bly Handled with Mac 
whyte Atlas Type 1, 
Round Braided uu ive 
Rope Slings. 


Vacwhyte 8-Part Atlas 
7 ype 1 Round Braided 
Wire Rope Sling 


a 
) MACWHYTE COMPANY 
. ‘ : 
Ask for New Circular No. 5308 uy 2902 Fourteenth Ave., Kenosha, Wisconsin 
, pa ‘ ao Vanufacturers of Internally Lubricated PRI 
Lists strengths and safe-loads for ATLAS ‘ formed Wire Rope, Braided Wire Rope Sling 
Round-Braided. DREW Flat- Braided, and Aurcraft Cable, Safe-Lock Assemblies, Mone 
MONARCH Single-Part Slings Metal and Stainless Steel Wire Rope 


For cranes and hoists specify PREformed Mull depots New York « Pittsburgh « Chicayo 
A S [ , th *ortland « Seattle «Sar 
Monarch Whyte Strand Crane Rope made ; t. Paul « Fort Worth « Portiar 
Francisco « Los Anyeles « Distributors thro 


by Macwhvt sk for Folder 50-25 ee j 
Mac eA jo f ) : out U.S.A. 
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STYLE K-51 

BROWN OXFORD 
Durable Oil-Resisting 
Neoprene Soles 
Stitched with DACRON* 


STYLE K-52 Same with 
Stout Leather Soles 


Knapp SAF-TEST Features 


1. Original Aerotred Cushioned Innersole 

2. Positive Longitudinal and Metatarsal 
Arch Support 

3. Austempered Stee! Toe Boxes with Com 
plete Inside and Outside Insulation 

4. Specially Designed Tempered Steel 
Shank Extra Wide Extra Thick 

5. Smooth, Comfortable, Non-fraying, Gen 
uine Leather Toe Lining 

6. Specially Treated 10 oz. Duck Lining 
Mildew and Sweat Resistant 

7. Uppers Stitched with NYLON for Extra 
Durability 

8. Soles Stitched with DACRON* that Re 
sists Chemical, Solvents and Caustics 

9. Complete Size Range from 5 to 14 
Widths A to EEE 

10. 100% Union Made 

11. Guaranteed Superior Knapp Quality and 
Workmanship ‘Du Pont Trade M 


U.S. PAT NO 2,080,320 


Designed Jor SAFETY 
Built for. . COMFORT 


Styled for . . DRESS 


. that's the story behind 
Knapp Aerotred Saf-Tesi Shoes 


For full information write W. M. Partridge, Jr., 
Saf-Test Dept., Knapp Brothers Shoe Mfg. Corp., 
Brockton 61, Massachusetts. 
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NOW...the first safety-perfect 
dry chemical fire extinguisher 


When you squeeze the grip of the one-hand oper- 
ated ‘’Redi-Flo”’’, Mark Il, you get action—a powerful, 
instant flow of fire-killing dry chemical that streams 
out fast and freely —without fail! 


With new, exclusive “Sphera! Valve” Design, Stop-Fire 
rules out all possibility of extinguisher failure due to clog- 
ging or jamming of the valve. When fire occurs, you're 
never left holding an extinguisher that refuses to operate. 
Dry chemical particles can’t possibly foul Stop-Fire’s 
“Spheral Valve”, nor can accidental distortion of the valve 
mechanism possibly interfere with valve operation. In fact, 
the “Redi-Flo”, Mark II, may be partially discharged over 
and over—even with this “stop-go” action, it never hesitates 
or fails. When you reach for the "Redi-Flo”, Mark II, you 
KNOW it will go! 

Safety-Perfect in Every Respect — Investigate the 
“Spheral Valve” (Patent Pending) and the 7 other features 
for Safety-Perfect Performance offered by the “Redi-Flo”, 
Mark II. Write Stop-Fire for all the facts today! 


‘ i .¢ 
- —_ “, 


For safety-perfect dry chemical fire protection, insist 
on Stop-Fire’s safety-perfect “‘Redi-Flo”’, Mark IL ! 


Now available in 
3,5, 10 and 20 lb 
capacities (4 lb and 
30 lb units 


available shortly) ~ 

SEF ar (= 
‘Inderwriters’ —— wa 
Laboratories, inc. . - 


Jay 


ae 
~ 


125 ASHLAND PLACE + BROOKLYN 1, WN. Y. 











Manufacturers ef the World's Most Complete Line of Fire Extinguishers: 
““Redi-Grip” Stored Pressure and ‘‘Redi-Fio’’ Dry Chemical Extinguishers 
““Redi-Matic’’ Systems for Automatic Fire Protection « Foam « Soda-Acid 
Water Cartridge-Operated « Carbon Dioxide « Pump Type Extinguishers 


National Safety News, October 





ie ’ FOR HEAT AND 
(4 ABRASIVE HAZARDS— 


Vj WHEELER 
7 VR aPPane | 


je * 
BLANKETS j 


SLEEVES AND CURTAINS LEGGINGS 


+ 


CAPES AND ASBESTOS & LEATHER GLOVES HELMETS MITTENS HAND PADS ASBESTOS 
SLEEVES FIREMEN 
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Every time your workers stop to clear fog from their safety eye wear; 


Every time safety goggles are perched uselessly on caps; 


Every time a lens is scratched in cleaning; 


—lIt costs you money. 


You can eliminate this cost with K-LENS-M 
Liquid Method of lens cleaning. Fog that 
interferes with vision can steal production 
time all along the line wherever there is hu- 
midity, body heat or temperature extremes. 
K-LENS-M Lens Cleaner and K-LENS-M 
Anti-Fogging Liquid have proved for more 
than a decade to be the most effective and 


most economical way to combat this loss. 


K.LENS-M The Acknowledged Leader in the Lens Cleaning Field 


Easy to Install; Easy to Service; Easy to Use 


The K-LENS-M Lens Cleaning and Anti-Fogging Station is a 


compact unit for efficient use by your workers. The cabinet 
contains the K-LENS-M Lens Cleaner; K-LENS-M lint-free Lens 
Tissues, with disposable spoce; and the K-LENS-M Anti-Fogging 
Liquid attachment. Endorsed by Safety Engineers. Used regu 
larly by leading manufacturing plants, packing houses, can 
neries, public utilities, government installations, foundries and 


business offices throughout the world 

NEW Pocket-Size K-LENS-M ‘“TwinKit’’ 
This pocket-size, plastic ““TwinKit'’ with K-LENS-M Lens Cleaner 
and K-LENS-M Anti-Fogging Liquid is ideal for off premise 


workers 


Van ufac furers 


of 


K.LENS-M 


For demonstration, visit Booth 58, National 
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o Cleans glass and plastic 
o Cleans quickly, easily; no film, no scratching 
o Most effective anti-fogging liquid—it really does 
a job; keeps glasses fog-free for entire work day. 
o The only complete lens cleaning and anti-fog- 
ging unit in one compact station. 
o Most economical—Lowest cost per cleaning 
— Saves on replacement lens 


It takes Foresight to Save Eyesight. 


K-LENS-M... Complete Lens Cleaning and Anti-Fogging Equipment 


THE 


WILKINS 


INC. 
CORTLAND 5 N.Y 


Liquid Lens Cleaner 
Lint-free Lens Tissues 
Ants-Fogging Liquid 
Dispenser Cabinets 
Ants-Fogging Station 
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A full line avail- 
able... 4, 15, 20, 
25 and 30 lb. sizes. 
Write now for com- 
plete information! 


Write also for information 
concerning the complete 
line of Safety First Indus- 
trial Dry Chemical Extin- 
guishers. Ranging in size 
from 5 Ibs. to 30 Ibs., 
there is an extinguisher 
to fit your every need. 


(PRESSURIZED) 


<= The Sensational New Line 
of Hand Portable 


DW PRESSURIZED 


! FIRE EXTINGUISHERS 


Offers Positive On-The-Spot 
MAINTENANCE-FREE 





Fire Protection... 











CHEMICAL FIRE EXTINGUISHER 








MANUFACTURED AND DISTRIBUTED BY 


SAFETY FIRST 


PRODUCTS CORPORATION 
LMSFORD. NEW YORK 


yinderwnters Laboratones Jy, 


ORY CHEMICAL HAND FIRE EXTinGUISHER 
CLASSWCATION Bi Ci — 


Safety First’s amazing MAINTENANCE. 
FREE line of Dry Chemical extinguishers! 
Safe-T-Meter’s visual gauge, with its easy-to- 
read dial, requires only a glance to KNOW 
you have positive on-the-spot protection! 
Eliminates the danger of an empty extinguisher when fire strikes! 
Maintenance costs not only less . . . they’ve gone! Servicing is neces- 
sary only when loss of pressure occurs after actual use, tampering, 
sabotage, or improper recharging . . . immedietely detected by a 
glance at the gauge. 





To be safe in your 
Safety Apparel buys 


INSIST ON 





QUALIT Y . No. 14314—OPEN END FINGER GUARD 


Eliminate minor, but costly, finger injuries by using 
Steel-Grip finger guards on burring, grinding, buffing, 
sanding, assembly, machine and punch press opera 
tions. Choice of materials. Sizes for men and women 
(US. Patents 2,351,906 and 2,461,872.) 

No. 40—HAND PAD 


Tough chr e leather; open 


back for ness. Also made E : No. W3-9 


steel reinforced. Many styles 
f leather and asbestos hand f WOVEN-GARD 
pads for eve t *‘Woven-Gards” are hand pro- 
tectors, mitts, pads, sleeves 
and aprons made of a long 
3 wearing woven cotton safety 
No. 660-4—GLOVE . material. Provide flexibility, 


comfort, resistance to abra 
Steel-Grip Chrome side sion and cutting. Highly oil 
split leather general pur 


absorbent. Excellent for han 
No. 492 4 pose work glove. Steel diing oily, slippery sheets 
HALF JACKET o sewn throughout * at Porous weave makes them 
, : th tically rip proof. Thumb the finest protector for han 
ee nee mcs patched and strapped for dling lower temperature jobs 
welder's half jacket. Made longer wear and protec Excellent protection at lowest 
th detachable tion. Choice of 2° or 4° 

1. me and cuff 

21ge 


cost 


LEGGING 
Chrome side split ‘ 1 DYNEL CLOTHING 


leather wrap around 

legging. Easy on Dynel chemical resistant 
No. 225-14—ASBESTOS GLOVE easy off. Also made j dothing. Coats, Pants 
Shirts, Laboratory Coats 
and special designs to 
order 


4° length. Underwriter’s 2'/2 Ib. per 7 . in asbestos and 
gh chrome side split leather id 3 flameproofed duck 
entire palm, face of all fingers > as well as spring 
Thumb seam entirely away F Z } type design in all 
ne of asbestos gloves and iy materials 
einforced. Y h j 
and 23” standard leng 








UALITY alone can put maximum performance into a 
product. Quality alone can put real safety in Safety Ap- 
parel. Steel-Grip Safety Apparel by Industrial is all quality 
. quality of design, workmanship and materials, assuring 
you of complete protection, longer life ... more for your 
money. 

That's why for 43 years the nation’s leading industrials 
have india on Steel-Grip and refused all substitutes. For 
none know better than they the appearance of safety without 
the fact of safety is the most costly and extravagant purchase 
of all. 

You too should draw upon the 43 years of our experience 
in coping with your industrial risks and hazards. Buy Safety 
Apparel with the trade mark of quality ... Steel-Grip by 
Industrial. 


We manufacture a complete line of industrial safety 


apparel in your choice of leather, asbestos, asheston, ‘6 ; 
Hlameproofed duck, plastic coated duck, wool, Dynel Steel Grip 


and aluminum coated fabrics. 7 
INDUSTRIAL GLOVES COMPANY N D Uh IR IAL 
A CORPORATION Safety Apparel 


1702 Garfield Street, Danville, Illinois 


In Canada: Safety Supply Co., Toronto we TRADE-MARK 


Famous Industrial Safeguards Since 1910 
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SLINSS TO LIFT ee Tie WORLD 
Y 
Safety King 
Lift King 
Braided King . 


Economy King 


Hf BAD THER 


PORTLAND 





rT i DISPENSARY 
GETS ONLY 
GOLPBRICKS SINCE 
THE WEST CONTROL 
PROGRAM KOD 
sca T/S 


ZA SEE you've 
GOT THAT EXECUTIVE 
y TILT, DOC, SINCE WEVE) 
CLEANED UP OUR 
DERMATITIS! _ 

















—_— 


( RIGHT, BOSS! 

(SINCE WE PUT IN 
“THE WEST 4-STEP 
PROGRAM , NOBODY 

7 2 COMES IN HERE 
PWEXCEPT TO DATE 





S— Tt THREW OUT ZB, 
THE S.R.O. SIGN WHEN 
WE STARTED WITH THE 
WEST DERMATITIS PLAN 
ANP OUR MEDICATION 
AND TREATMENT COSTS /|) , mt 
TOOK A NOSEDIVE ! 





‘' 
WOW! THAT) 
WEST ANTISEPTIC 
PROTECTIVE CREAM ) 
REALLY DOES 
THINGS FOR J 
J 


if ‘HEY, Doc! 
THE SHOWERSAN 
HAS TURNED THE BOYS 
INTO ATHLETES = 


BETTER THAN 
MUPQUARPS~ 
NO SPLASH, 








Jo 
MY HANDS 
USED TO FEEL WS 
LIKE THE SAHARA Ne 
DESERT 'TIL I 
STARTED USING 
WEST SULPHO 
HANP CLEANER 

















How? With West’s simple, inexpensive pre- 
vention and control program that... (1) 
makes sure of personal cleanliness (2) pro- 
tects areas (5) 
clothing contamination (4) guards against 
pecial hazards. 


exposed skin prevents 


Dermatitis costs industry a stagger- 


ing $100,000,000 each year. Compensation 


and medical care for the 


average case is 





$200. Plus, further hidden costs 


ism, replacement training, 


absentee- 
sacrificed qual- 
itv, lowered morale, lost production. All, 
needless expense. 

The WEST 


gram is based on an in-your-plant survey— 


Dermatitis Control Pro- 


made without obligation or inconvenience 


to you. Simply fill out and mail the attached 
coupon today. 





T 
| YES! We're interested in DERMATITIS Control. 
| 


Nome Title 


Visit us at Booth Nos. 88 and 89 
at the National Safety Congress 


42-16 West Street, Long Island City 1, N. Y. 
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Please have a WEST representative call 


Dept. 7C 
Please send FREE Dermatitis Control Booklet 





ALOMINOM 


QGQOUISVILLE 


Proven in service at hundreds of plants, Louisville 
products provide a new measure of Safety in ladder 
service. Gone are the problems of splinters —dryrot— 
loose rungs—cracked rails. Stored in—or—out of doors 
there’s no loss in strength. 


BOOTH 226 


HEAVY DUTY STEPS 
3 thru 20 feet 


EXTENSION 
2 section — 
to 48 feet 
3 section — 


to 70 feet Fee, «Lo | 
SWING STAGES f 


6 thru 28 feet ROLLING UNITS 


12 inches wide—12 feet high 
20 inches wide— 20 feet high 


A wide variety of products available with Louisville 
is cihieae patented rung assembly . . . strong, serviceable Straight 
Athru 18 feet Ladders —Extensions in two and three section construc- 

tion. Rolling Units for interior maintenance — Extension 

Trestles and A-Jacks for use with light weight Scaffold 

Planks—Step Ladders of the most rugged design— 

Platform Ladders for high work—and many others not 

illustrated, including: 


Marine Ladders 
Utility Ladders 
Aircraft Ladders 
Sectional Ladders 


3 thru 18 feet LOUISVILLE 


LOUISVILLE LADDER COMPANY are” are best. 
1101 W. OAK ST. + LOUISVILLE 10, KY. 


Come in and let us tell you 
why — 
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Old favorite 
now at a new low price 


THOM M‘AN’S SAFETY SHOE 


All these features PLUS 
a full leather lining! 


You can see the good-looking style in this 

or?" plain-toed oxford blucher—and the color's a 
real rich brown. The Winguard 400 steel toe 

box has a “wing” to give extra protection 

Oil-treated sole and heel. And the leather lining extends 

throughout the shoe. A real help for longer sock wear 


ao“ 


- 
== aoorr” 


Usually, when a good product is in big de- values in safety shoes, call on Thom McAn 
mand, the price either goes up or stays up! .. . SO GOOD it’s the best-selling shoe in 
But the reverse is true of Thom McAn’s all America! 
Safety Shoe #S-4379. Here’s a shoe so popu- 
lar that rising production has resulted in fall- SOLD 2 WAYS 
ing factory costs. Our savings we pass along 
to you 
Write today for details of this second service and 
That’s Thom McAn’s way of doing business. Thom McAn’'s 4-way employee purchase plan, plus 
descriptions of the full line of Thom McAn Safety 
At Thom McAn, we make our own shoes Shoe 
. es to 
in our own factories and sell them in our THOM MCAN SAFETY SHOE DIVISION 
own stores (or direct to plants). For better 25 West 43rd Street, New York 36, N. Y. 


Thom McAn . . . SO OOD it’s the best-selling shoe in all America 


SAFETY SHOES 


v N OF MELVILLE SHOE CORPORATION 
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Here’s what slipping 
Accidents do to the 
cost of your insurance 


Workmen’s compensation rates 
are based on the EXPECTED loss 
by all companies participating 
in’ your type of industrial opera- 
tion—ADJUSTED to reflect the 
efficiency of your plant safety 
pregram. Say your rate for 
your industrial group is $1 per 
$100 of .payroll—if your acci- 
dent losses have been 23% 
higher than average, your pol- 
icy rate becomes $1.23. If, on 
the other hand, your losses 
drop, your rate will be low- 
ered to 85¢. Whether your 
floors rate a “credit’’ or are 
charged with a “debit’’ depends 


on safe floor treatment. 


Hillyard products for industrial floors such as Super Shine-All, 
Super Hil-Brite, Onex-Seal, Hil-Tex, Hilco-Lustre are specifically 
researched to pass tests of the nation’s insurance companies far in 
excess of minimum requirements... provide SAFER floors under 
expected hazards of all plant operations in stockrooms, storage 
and work areas, runways, loading docks, offices, rest rooms. And, 
a instead of involving additional labor—actually save you up to 
Visit a 50°% in labor time. 
Hillyard Booth 422 \ , 
National Safety Congress 


Hotel Conrad-Hilton, Chicago 
October 19th-23rd! 


sumone taduatviet Because Hillyard treatments cut down on slipping frequency, your 
products for Safe losses drop, your insurance rates are lessened. Find out how to 
Floors test '’Slip-Resistant” safe-treat your floors. 


» HILLYARD CHEMICAL CO., St. Joseph, Mo. “You know it's right 
when it comes in the 
Please send your floor expert to make a complete deitetend Gm 

survey of my plant—advise me on how to safe-treat 
my floors against accidents 

Name Title 

Institution 

Address 

City... St. Joseph, Mo. 
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Features: approved by Factory Mutual Laboratories; listed by Under 
writers’ Laboratories, Inc. * interchangeable with conventional 
sprinklers * unexcelled release mechanisms. 


DURASPEED 


a Put out 


QUARTZOID BULB 
RELEASE 


with 


TEST FIRE DRAMATICALLY DEMONSTRATES GREATER GRINNELL AUTOMATIC SPRAY SPRINKLERS 


EFFECTIVENESS OF THE GRINNELL SPRAY SPRINKLERS 
provide: why: 


better protect .on the cool fire gases to prevent fire 
greater the hazard, the greater from spreading—-by the faster 
the improvement in protection evaporation of the smaller 


improved water distribution water droplets 


less water puts out more fire control fire by producing an 


more uniform coverage unburnable mixture of flam 
from multiple operation or mable vapors and water vapor 


from a single sprinkler 
adi dilute and diminish supply 


more effective ceiling pro of flammable vapors with 
tection—without wetting the water vapor ... evaporation of 


Test fire is under way. Heat opens Grinnell up Within 4 minutes, sprays ceiling water removes heat, stops the 
Under the wood crib is o right spray sprinklers. have practically killed 
torch fed by a constant Flame column starts to the fire. After 30 minutes, 
flow of yasoline » thin out and break up with torch still roasting no unnecessary sprinkler vapors from solids  -and from 
prevents ext s >n under the ttack of fine wood crib, it uf 

of the fire ' po sprays. Water vapor from destroyed 


lowered ceiling temperatures distillation of the flammable 
openings many liquids 
distilled ror from these sprays di panel was only 
wood crit c asoline lutes the flammable flame-blackened 


forch fee . la fire gases to extinguish though no water 
the destructive flames directed against it 


Send for booklet describing Grinnell Spray Sprinklers in detail GRI N N E | } 
Grinnell Company, Inc., Providence, R. ! 
Sales offices in principal cities 
Manufacturing, Engineering and Installation of Automatic Sprinklers Since 1878 
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SMART SAFETY SHOES STYLED BY 


It’s easier to promote foot safety with these 
good-looking Safety First shoe styles. 
Employees have greater incentive to buy work 
shoes that double as dress shoes too! Air cush- 
ion innersoles of foam latex give exceptional 
comfort ! 
Yet, with all their smart styling and comfort- 
able fit, Safety First shoes are ruggedly built 
for long wear and sure foot safety. Every pair 
meets the high standards of craftsmanship 
always maintained by Safety First—the origi- 
A nator of steel toe footwear. 
“A In addition to “dress” shoes, many “work” 
sufety shoes are included in the complete 
STYLE 5180 Safety First line. Write for cata- 
Tan scotch grain ‘ - =. 
whan He beeaee , log giving full descriptions and 
oxford. Leather i aft illustrating all shoe styles in color. 


sole 


STYLE 5185 
Tan scotch grain 
plain toe blucher 
oxford. Leather 
sole. 


STYLE 5647 
Burgandy dress 
oxford, moccasin 
style. Meo-Crepe 
sole, oil and acid 
resistant. 


See all shoe styles at BOOTH 57, National Safety Exposition 
Oct. 19-23. 


27 WATER STREET, HOLLISTON 5, MASSACHUSETTS 
THE PLONEER MANUFACTURERS OF SAFETY SHOES 
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"This is our last costly shutdown Scott Air-Pak 
because of breathing hazards 


iE 




















.. . Order some 


Scott Air-Paks 


and get those repair 
jobs done in hours 


instead of days” 


Ed: Right! The man hours 
we've already lost would pay 
for a carload of SCOTT AIR 
PAKS. We can't afford to slow 
up production any longer just 
ecause Our Maintenance men 
don't have efficient breathing 
equipment. 

§.D: We certainly can't. It took 
too long to clear out the fumes 
so that our men could make 
the repairs in safety. If we had 


SCOTT AIR-PAKS, our men could have gone into those fumes and 


finished the job in a few hours! 


Ed: That's right 


and our safety men tell me SCOTT AIR-PAKS can 


be put into operation on the double... plus the fact that they have the 
lowest operating cost of any breathing equipment. 


S.D: How soon can we get SCOTT AIR- 
PAKS here so this won't happen again / 
We've got to maintain continuous produc- 


tion 


Why not get on the phone or wire 
Scott for the name of their nearest 


Safety Equipment Distributor. 


SAFETY EQUIPMENT DIVISION 


Telok my - War Wakel, mened a2 


211 Erie Street 


Lancaster, N. Y 


Canada: Sofety Supply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co, 157 Chambers Street, New York 7, N.Y 
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Safety Breathing 
Equipment 
is sold by: 


avigura, GEORGIA—Southeastern Satety Appliance 


AUROKA, ILLINOIS—S. G. Brown 
BILLINGS, MONTANA—Big Hern Supply Co. 
oupeenen. ALABAMA—Gafety Engineering & 


BOSTON, MASS.—American Fire Equipment Corp. 
BRIDGEWATER, MASS.—Joseph L. Murphy 
BUFFALO, NEW YORK—American Alleafe Co. 
CHARLESTON, WEST VA.—Safety First Supply Co. 
CHATTANOOGA, TENN.—industrial Supply Ce. 
CHICAGO, ILLINOIS—Protective Equipment Co. 
CINCINNATI, OHIO—Orr Safety Equip. Co. 
CLEVELAND, OH10—Safety First Supply Co. 
COLUMBUS, OHIO—W. E. Brantner Co. 

DAYTON, OHI0—The Dayton Safety Supply Co. 
DENVER, COLORADO—“‘Mac” Galley Equipment Co. 
oeTpory, MICHIGAN—National Safety Prod. & Ser. 


DULUTH, MINNESOTA—W.P. & R.8. Mars Co. 
EAST ORANGE, NEW JERSEY—E. H. Notte 
€ pened, new JERSEY—Guardian Gafety 


ERIE, PA.—Fyr-Fyter Sales & Service Co. 

FORT SMITH, ARKANSAS—Interstate Fire Equip. Co. 
GLENDALE, OHIO—Ohie Valley Fire Equipment Co. 
GREENSBORO, N. C.—Southern Oxygen Co. 
HAMDEN, CONN.—O. B. Maxwell Co. 
HARTFORD, CONN.—industrial Safety Supply Co., Ine. 
HONOLULU, HAWAIi—Haewalian Gas Products, Ltd. 
HOUSTON, TEXAS—Allied Safety Equipment, tne. 
KALAMAZOO, MICHIGAN—Safety Services 

KANSAS CITY, MISSOURI—GSafety, Incorporated 
KINGSPORT, TENN.—Southern Oxygen Co. 
LAFAYETTE, LA.—Deita Fire & Safety Equip. Co. 
LITTLE ROCK, ARK.—Welders Supply Co. 

LOS ANGELES, CALIFORNIA—E. D. Bullard Ce. 
LOS ANGELES, CALIFORNIA—Dickson Safety Prod. 
LOUISVILLE, KENTUCKY—Orr Safety Equipment Co. 
MARINETTE, WISCONSIN—Queen City Supply Co. 
MEDFORD, MASS.—Charies H. Clougherty 

NEW ORLEANS, LA.—Delta Fire & Safety Equip. Co. 
NEW YORK, WN. Y.—E. H. Notte, E. Orange, WN. J. 
PEARL RIVER, NEW YORK—Geo. H. Bartels 

POR SDELP NIA, PA.—Guardian Safety Equipment 


PHOENIX, ARIZONA—Thunderbird Sales Corp. 
PITTSBURGH, PA.—Safety First Supply Co. 
PORTLAND, OREGON—Munnell & Sherrill, tne, 
RENO, NEVADA—Nevada Fire Extinguisher Service 
RIVERSIDE, R. 1.—George C. Adams 

ROANOKE, VIRGINIA—Southern Oxygen Co. 
ROCHESTER, N. Y.—Rochester Safety Equipment Co. 
ST. MARYS, PA.—C. H. Yetzer & Son 

ST, LOUIS, MISSOURI—Safety, Incorporated 

sT. P + aed MINNESOTA—Continental Safety Equip.. 


SALT ay ie UTAH—Universal Safety & Fire 


SAN FRANCISCO, CALIF.—E. D. Bullard Co. 
SEATTLE, WASHINGTON—L. N. Curtis & Sons 
SPRINGFIELD, MASS.—David Deane 

SYRACUSE, NEW YORK—Syracuse Supply Co. 
TOLEDO, OHIO—Safety First Supply Co. 

TULSA, OKLAHOMA—Guardian Safety Equip. Co. 
UTICA, NEW YORK—Link Fire Extinguisher Service 
WASHINGTOM, D. C.—Seuthern Oxygen Co. 

WEEE SV RINETIELS, MASS.—Mass. Fire Cqutpment 


WHEELING, W. VA.—®Aety First Supply Co. 
WINTHROP, MAINE—Bianchard Associates, inc. 


EXPORT AGENT (Except Conede) 

Sevthern Oxygen Co., Inc. 

157 Chambers St. 

New York 7, New York 

WASHINGTON REPRESENTATIVE 
Palmer, Kline & Kinney 
CANADA 
Sofety Supply Ce., Teronte 

Branches. 
MONTREAL, QUEBEC EDMONTON, ALBERTA 
HALIFAX, NOVA SCOTIA OTTAWA, ONTARIO 
VANCOUVER, 8. C. WINNIPEG, MANITOBA 








CHAINS 





Your chain problems are sub- 
stantially reduced when you 
buy TM Alloy Steel Chain. 
Records prove this famous 
chain outlasts and outperforms 
wrought iron types..even un- 
der the toughest conditions. 
It’s more economical too! 
TM Alloy Steel Chain has 

twice the tensile strength. 
Controlled heat-treatment 
assures a uniform hardness 
of from 265 to 285 Brinell. 
These features make it highly 
resistant to abrasion, cold- 
working, grain growth and 
shock at all temperatures. 

a yc compl ~agn ht Send coupon today for com- 

working load. It’s your assurance . plete details. 

of thorough testing and inspection, , 


S. G. TAYLOR CHAIN CO. 
HAMMOND, INDIANA 
eeeeeveeeeeeeseeeeeeee ee ™ 


S$. G. TAYLOR CHAIN COMPANY 
Dept. 7, Hammond, Indiana 


wv 
Rush literature and prices on TM Alloy TAYLOR MADE: 
Steel Chains, ‘ 


A GREAT NAME IN. 


NAME : : if e 
sees SINCE 1873 


@eeeeeeee ee eee eeeeeeeeeeeeeeeese 
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ete, 


PERSONAL PROTECTION 


GARDWELL LEATHER WELDERS 
GLOVES AND MITTENS 


GARDWELL UNDERWRITERS 
GRADE ASBESTOS GLOVES 
AND MITTENS 


GARDWELL UNDERWRITERS 
GRADE ASBESTOS SUITS 


. Made from Chrome 
Made from Underwriters Sather, Carpiache 


Where heat and 


Grade Asbestos Cloth the 
jumper suit illustrated is 


reinforced at strain points 


flame are the chief 
hazards asbestos 


Leather, Wild Pig, 
or Elk Hide, these 
GARDWELL 


Gloves and Méit- 
tens are available 
in five-finger, one- 
finger and mitten 
styles, with one or 
two piece backs 
special reinforce. 
ments. No. 185, il- 
lustrated has one 
piece back 


with chrome clothing, gloves 
tanned heat resisting 
Collars 


Snap fasteners are 


special 
and mittens are 
supreme. The line 
of GARDWELL 
Asbestos Mittens 
and Gloves covers 


leather. are of 


wool. 
used in front for safer, 


quicker removal. Seams 


are double sewn all popular styles 


and types 
No. 760 No. 185 
No. 1744 
GARDWELL “FRANK” 


GARDWELL WELDING 
LEGGINGS ... 


CURTAINS AND BLANKETS GARDWELL PROTECTIVE 


SLEEVES . 


For rough service in steel 


GARDWELL Sleeves are 


available in several styles etc., 


foundries, 
can't beat the 
given by GARDWELL 
"FRANK" Leggings. Hip 


length, knee length, spats 


mills, you 


from fireproofed duck, protection 


chrome leather, Underwrit- 
ers Grade Asbestos syn- 


thetic coated, rubber and 
Curtains are available from both asbestos plastic. from usual materials 
and fireproofed duck in any required size. 

a Splash curtains of syn- 
thetic materials also 
available. Welding 
blankets made 
from asbestos or wool 





No. 252 No. 500 


Visit us in Booths 55 and 56 at the National Safety Congress 


If you cannot visit the Congress write for complete Catalog No. 50 of 
GARDWELL Safety Clothing and Equipment. 


CLOTHING sno EQUIPMENT 4c. 


DESIGNERS AND MANUFACTURERS 


STREET . CLEVELAND 3, OHIO 
PHONE HENDERSON 2-0400 


QIAL 
S re Mp, 


4%, © 


are 


s 


in any required size. 


mtey 








1990 EAST olohus 
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NEW EXCLUSIVE FEATURES 
© 30% Less Weight ¢ Dual-Purpose Frames 
e Snap-On Side Shields e Optilite “A” Plastic Lens 


The combined weight of the NEW Plastic Frame and Optilite A plastic lens is 30% less 
than hardened glass spectacles. Strong, sturdy and rugged. The Optilite A Saf-l-Lens 
has super surface hardness and greatly increased scratch resistance which insures long 
life and economy. Meets all Federal Specifications for optical qualities and impact 
resistance. (Also available with low cost Optilite B Plastic Lenses or Hardened 
Glass Lenses.) 


Two Lens Sizes—44 MM with 20, 22 and 24 
bridge widths or 47 MM with 22, 24 and 26 
bridge widths. Molded Acetate cable riding bow 
or acetate spatula temples. ' 


Side Shields can be instantly attached 
or detached. Special design allows 
side shields to be positively locked 

the use of tools. 


pose frames 
are designed 
to take side 
shields if de- 


sired. 

— wy the — 
rpose = frame. y 

extra side shields only 

when oo shield _. 

—.% Dual-Purpose 


Write for Literature and Prices 


UNITED STATES SAFETY SERVICE CoO. 


KANSAS CITY 6 MISSOUR!I BRANCHES IN PRINCIPAL INDUSTRIAL CITIES Visit us at 
In Canada PARMELEE, LTD. Toronto — Montreal Booths 100 and 10] 
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PW HEAVY-DUTY i ENNAN i MACHINES HELP YOU... 


These powerful new machines are typi- 
cally TENNANT—designed for those tough 
round-the-clock jobs—built to save you 
from 35% to 80% in floor cleaning costs. 
And they're engineered for extra years 
of service 

So if you want continued savings, for 
years instead of months, it will pay to 
try a heavy-duty TENNANT machine. 


NEW FEATURES SAVE TIME 


You'll like the added power, speed and 
convenience of the new models — for 
pulverizing xzrease caked grime power 
sweeping high speed dry-cleaning... 
and for many special uses. Gas, electric 
or battery-powered; 8” to 48 

WRITE TODAY for details. We'll gladly estimate 


the actual cost-savings your plant may expect 
with Tennant equipment. 


MODEL R SCARIFIER for cleaning grease- 
coked aisles. Moves with traffic. Is faster than 
@ 6 to 18-man crew! Cleans 36° peoth. Lifts, 
dumps load hydraulically 


MODEL K MACHINE—A proved time-sover. 
Cleans 16” path. Pulverizes and picks up in 
1 operation; leaves clean, fast-trucking sur- 
face. Has many uses. Gas or electric models, 
to 7.3 hp. Several sizes 


MODEL 75 SWEEPER —New! Poys for itself in 


about 1 to 6 months. Sweeps 100,000 sq.ft 
per hour. Reverses instantly; no shifting Cen 
dump load in 30 seconds. 


x ~ ei 
MODEL 24 SWEEPER —The low-cost sweeper 
with big sweeper capacity. Cleans 24° to 36° 
path (with sidebrush); 2 to 8 mph speed 
range. Efficient brush end vecuum system, 
automatic clutch, etc 





New 4 page Model 
weeper bulle 


Very complete 


Established \870 








We Can Helps You. Too 


Of the hundred largest industrial firms in the 
U. S., 85% vse TENNANT machines and 
techniques—for fast . . . efficient . . . low-cost 
floor maintenance. 

Our experience may help you save time and 
expense, too. We'll gladly study your needs and 
make recommendations. Call us today! 


G. H. TENNANT COMPANY 


Minneapolis 1, Minnesota 
Please send bulletins or information on— 


MODEL R SCARIFIER (for cleaning How To Clean Industrial Floors’ Helpful 
grease caked aisles) 

MODEL 75 POWER SWEEPER 
MODEL K Fl R MACHINES 


MODEL 24 POWER SWEEPER HARDWOOD FLOOR Maintenance «1 
ELECTRIC SWEEPER trial plant 


new 4 page bulletin Lists machine uses. et 


ASPHALT TILE Maintenance’ Describes 


new | operation technique 


(Other 


NAME 


COMPANY 


ADDRESS 


INDUSTRIAL FLOOR MACHINES 


CREATORS OF THE TENNANT SYSTEM OF FLOOR MAINTENANCE —MANUFACTURERS OF 
EQUIPMENT AND MATERIALS FOR MAINTENANCE OF FLOORS, DECKS, ROOFS, HIGHWAYS 


G. H. TENNANT COMPANY 
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2550 N. 2nd STREET MINNEAPOLIS 11, MINNESOTA 





BOMGARDNER 
Manufactured... 


LIGHT WEIGHT, EASY TO CARRY 


1’ KOROSEAL COVERED SPONGE RUBBER 
PADDING 


AUTOMATIC LOCKING HINGES, LEGS AND 
WHEELS 


LIGHT WEIGHT 
AND EASY TO CARRY 


EXHIBIT 


297 WITH FINGER-TIP CONTROL 


FOLD-A-COT 





Folded 37” x20” x5” 
Open 72” x20” x8” 











FOR COMPLETE DETAILS WRITE TO 





CLEVELAND, OHID. 
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ROTECTOSEAL 


ilds a COMPLETE LINE of 














a combination fill and vent which 


srovide pressure and vacuum relief, and 
Counthing is retarded to reduce evaporation 
Flame Arresters prevent passage of flame 

to interiors. All aluminum construction 

or special materials on order. Approved 

and listed by Underwriter’s Laboratories 

and Associated Factory Mutual Laboratories. 


provides vacuum and automatic 
pressure relief, and guards against 
explosion under fire conditions. 

Double perforated metal baffle extends 
into drum and permits refilling 

without danger of interior fire. 


has flame arrester within the body 

at outlet; valve is outside body 

where it is not distorted by excessive 
reesure. Standard gaskets are 

3una N, Neoprene or Thiokol; 

other materials upon request. 














Designed for complete protection against explosion and 

fire hazards the PROTECTOSEAL Transfer Pump has three flame 
arresters built into it: at the spout, above the bung adapter and 

at the strainer inlet within the drum. It also provides for vent and pressure 
relief through protected openings, 


The pump is self-priming and is constructed of special aluminum alloy 

with a brass telescopic tube. It is quickly and easily attached to drums with 
bung openings as small as *4” by hand swivel grip connectors and the 
telescopic tube permits pumping from either the side or end openings 

of 30 gallon and 55 gallon drums. 














C— 

Sturdy, square, electrically seam- 
welded design with lugs above liquid 
level to hold basket for draining. Top 
has full-length hinge and is equipped 
with a fusible link which drops 

cover automatically in case of fire. 


D- 

Tight, sean-welded body with snug 
fitting cover which closes auto- 
matically to smother fire. Cover opens 
wide with slight foot pressure on 

full width treadle. 


THE PROTECTOSEAL COMPANY 
1928 So. WESTERN AVENUE, CHICAGO &, ILL. 
Please send complete catalogs and price lists on the types of PROTECTOSEAL 
Safety Equipment checked 

OC) Bulk and Drum Storage [) Transfer Pump 

() Safety Production Cans for Plant Use 


A-— Double concentric fire 
baffle inside base of spout. Spring loaded cap 
makes tight closure; provides pressure relief. 
Explosion-proof and leak-proof 


B— When plunger is Nome— —_ Title 
depressed, the fluid rises into dasher to Compony———————___— 
moisten swab. Excess liquid flows back into pee em 

body. Dasher is a fire-protective baffle Cis 
and unit is self-extinguishing , 





eee LONG cee OOo 
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SOMETHING 


For The First Showing 


ik SAFETY EQUIPMENT Be Sure You Visit 
BOOTH 44 


CONRAD HILTON HOTEL 
CHICAGO, OCTOBER 19-23 


will be introduced 


at The National Safety Congress 


by 


Fendall Company 


Manufacturers of Safety Equipment 


4631 N. Western Avenue, Chicago 25, Illinois 


Help to Prevent Wasteful Absenteeism and Costly Compensation Claims 
Guard Workers’ Skin 


with By keeping the skin clean, Practi-Kreme checks 


dermatitis before it starts. When applied before 
exposure it provides a flexible, fat-based coating 
over the skin; excludes paints, solvents, resins, dusts 
and other non-water based irritants. Then, mois 
tened and rubbed to a lather after work, Practi 
Kreme cleans soil out of deep pores, leaves nothing 
to irritate on the skin surface. Depend on PRACTI 
KREME an effective skin protector and cleaner 
for over fifteen years 


Packed in 8 and 16 fi. oz. jars 
ond | and 6 gol. cons New Phlo, the neutral skin protector 1s now fortified 


with silicones. This cream is a mild protector rich 
in lanolin pure white and smooth for workers 
not requiring the double-duty cleansing action of 
Practi-Kreme. Phlo just as effectively bars bac 
teria, irritants and soil. Allows normal skin breath 
ing, protects without clogging. And new Phlo 
partakes of the fine qualities of magic silicones: 
water-repellency, adhesiveness, non-toxic and non 
sensitizing chemical inertness. Try it... you'll be 
convinced that new PHLO should be in daily use 


Write for test samples and free literature. 
at your plant 


CHEMICAL SPECIALTIES, INC. Packed in 8 ond 16 fo. jon 
Springfield 9, Mass. 
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It’s to Keep Your Floors 
FREE of SLIPPERY OIL SPOTS 


with 
amenneiia Reteeo 


I Rie! 


is a Be 
ABSORBENTS 


the modern, economical oil and grease 
absorbents that keep your floors dry, 
clean and safe, and reduce mainte- 

















nance costs. 
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A 60-SECOND DEMONSTRATION 
TELLS THE STORY! 
MAIL THIS COUPON TODAY! 


Oil-Dri Corporation of America : 


520 N. Michigan Ave. Chicago 11, Illinois * 


Name 





Address 





s City State 


SOLD THROUGH AUTHORIZED WHOLESALERS 


8s 








VEREX—a genera! purpose barrier cream HR-CREAM is a modification of CLEREX 
widely used in both the office and the (having a vanishing cream base) also used 
plant in the mechanical, textile, chemical, for solvent protection. 

rubber and process industries — protecting HYDREPEL-A is a protective ge! which 
the skin against coolants, dirt, grease, inks forms a continuous, strong elastic plastic 
cement, sulphur dust, carbon black, etc. film on the skin, protecting it against water 
Protects against casual contact with poison solutions. A_ plasticized ethyl cellulose- 
ivy. Soothing to the skin. Washes off with castor oil composition, dissolved in an alco- 
soap and water. hol base, it adheres to the skin in spite of 
CLEREX—a gel which protects the skin washing with soap, detergents and water. 
It resist weak acids, alkalis and water solu 
tions of salts and other water-soluble com 
pounds. It may stay on the skin for long 
periods if desired—without removal. Easily 
removable by means of an alcohol solution 
ganic solvents, such as the hydrocarbons —HYDREPEL REMOVER 

(benzine, benzol, toluene, gasoline, varsol, HYDREPEL-S is 0 protective composition 
turpentine, kerosene, solvent naphtha), the ian doh inn th 
hlorinated hydrocarbons, nitriles, and the : wget RE 80.9 peo ier 4 
ee y ' ' HYDREPEL-A. Here a plasticized ethyl cel- 
polymerizable monomers (styrene, acrylo- lulose-castor oil composition is combined 
nitrile, and unsaturated esters for producing with a suitable silicone oil to reinforce its 
polyester resins). Used in making and using resistance to a variety of reagents. Because 
paints, varnishes, adhesives, plastics, lac- of greater cost, recommended only where 
quers, inks, and in metal degreasing using HYDREPEL-A does not meet required ex- 
trichlorethylene. Washes off with soap and posure conditions. Easily removable with 


water HYDREPEL REMOVER. 


against organic solvents. Forms a continu- 
ous, strong elastic skin-adherent film which 
does not interfere with tactile sensation. 
The film is insoluble in all anhydrous or- 


South Hill St., Los Angeles 7, Calif 684 Broadway, New York 12, N. Y 


literature and Samples on request. Write Dept. N-53 


Lightweight 
ey Champions 
e climbers with 
removable 
Ch gaff. Stock. 


Chippewa Boot. 6to 1] and 12 
with 16 top. With or without 


SAFETY EQUIPMENT & ne Be 


l o Tool Buckets 


Tool Belt with or with- Canvas, fi- , 
ut holster bre top, leath- 

with tape er bottom 12 

sling, ham- 16 Depth. Chan-Nel-lock gripping tongue 

mer loop, Stock and groove Pliers. Stoc 

snay Stock 
Semi-Floating 
Safety Tooi Belt j Vacuum Grip Pliers perfect 

20 Styles balance easy cutting. Stock 

Full Range of 
Sizes. Stock. 














~ Clear Grip Ease E Grip 
i Plier Handles. 9 8 
Safety Straps 24 Styles Finest 7 6 420 Pliers. Stock 
Lesther, Bashlin Craftsman 
ship. Stock. 


WwW. M. BASHLIN COMPANY 
GROVE CITY 3, PA. 





Guard against 
unfounded compensation claims 
with a Hearing Test Program 








Make pre-employment) hearing tests. 





Make periodic audiograms of all workers 
sub yer ted to high noise levels. 


With such records, vou ean guard 





against future claims by shifting workers 
who begin to show hearing loss to other 
jobs. You can refute claims—howevet 
honestly presented—w his h vour reeords 
show to be unfounded, 

Sonotone audiometers are the most 
up-to-date scientific instruments for the 
measurement of hearing acuity. There 
is one for every industrial hearing-test 


ot | need, 











SONOTONE VWorle/ 22 mostic Audiometer—an instrument for the Other SONOTONE Products: 
detailed « luation of hear loss. with optional continuously variable 
frequency pure-tone selection, a built-in microphone and 
ch audiometry, and provision for using recorded word lists, 


= are automatic pulsing, automatic rhythmie intensity 





ow fone nd an optional self-contammed white-noise gen- 
eets every requirement for accuracy and dependability 


the American Standards Association and the American 


VISIT BOOTH (‘422 
NATIONAL SAFETY 
SONOTONE Voie! 7] Pure-Ton SONOTONE }/././— lranced 
ludiometer—a portable, Clinical Audiometer—an metre COUNCIL EXPOSITION 


udiometer for een- ment for the advaneed study of 





Also inelude vider hearing loss. with a built-in oseil- 
ind intensit nes loseope and many features addi- bor leaflets describing these audiometers 
I de ! tiled ey ilu ihhon «© tional lo Model 22. write lo Dept \ 103 

Wie hearse fall ter] 

ereening levels. All control 

‘oie ot seme SENOTONE CORPORATION 

n 1 ] 4 A L | 
rupter-puise switch works on a 


feather-touch, ELMSFORD, N. Y. 
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For FIRST AID For SECOND AID 


in breathing emergencies 


EMERSON 


Resuscitators 


SIMPLE to operate 


SAFE for adults, children, or infants 
Accepted by American Medical 
Association since 1942 for use by 


laymen 


PROVIDE SUCTION, alternating with 
pressure, to give vital aid to the 
circulation. Write for free Medical 


References on Resuscitation 


I'he first few minutes after breathing ha 

ceased are the most critical. Manual arti- 

ficial respiration should be started im- 

Emerson Method of Artificial Respiration mediately and continued until the resus- 
Write for free illustrated bulletin citator is in use 


J. H. EMERSON COMPANY 


88 COTTAGE PARK AVENUE, CAMBRIDGE 40, MASSACHUSETTS 





"Ses 








Dio YOU KNOW that skin infection is the cause of 
65% of all industrial health ailments? Medical research 
has recently revealed this amazing fact, and has proved 
that most of this infection results from bacteria on the 
skin. You can check this cause of industrial absenteeism 
quickly and economically by using Powdered Germa- 
Medica with Hexachlorophene (G-11). This powerful new 
hand soap stops much skin infection and many communi- 
cable diseases at the source by drastically reducing the 
germ-ceusing bacteria on the skin. Try it. Protect the 
health of your workers and realize important new sav- 
ings through reduced absenteeism. 


Powdered Germa-Medica is used like any 
ordinary powdered soap, yet it gets the 
germs as well as the dirt. Economical — 
write for free sample. 
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1. Maximum 


SAFETY 
2. Longest 


SERVICE 


3. Eiivest 


MAINTENANCE 


MELFLEX Molded Rubber SAFETY step and floor coverings 
with an extremely durable resistance against 
abrasion. This combination for SAFETY, SERVICE and LOW 
MAINTENANCI not exist in other types of covering 
Rubber is a natural “frictioning” agent Its 
give’ coupled with its natural body friction pro 
slip-resistance that is effective throughout its long 
life. The and flexibility of molded rubber in 
on steps floors assures lowest maintenance 
better to sub-surface stresses, unevenness 
Molded Rubber coverings can be 
material with Melastic Water-Proof 


have a resilience 
does 
materials 
cushioning 
duces a 
service weight 
stalled 
because it 
ind 


applied easily to at 


and costs 
contorms 


resists monsture 


base 


(Cement 


HEAVY DUTY SAFETY TREADS FOR EVERY TYPE OF 
INSTALLATION — IN BLACK OR MARBLEIZED COLORS — 
MELFLEX Molded Rubber SAFETY Treads are designed with a grid 
surface and a nosing that fits snugly over step edge .. . They can be 
supplied for either curved or square nose steps in black (14” thick) 

thick). These treads are molded in one piece 
deep x 72” wide in black, and up to 60” wide in 
All treads are supplied trimmed to fit your step 
specifications. They can be applied to wood, concrete, tle or metal steps 

Melastic Water-Proof cement for permanent water-proof bond 
No other holding devices are necessary. Step risers can be supplied to 
match treads in ribbed or plain surface rubber runners 


MEL-ISLE RIBBED RUNNER FOR AISLES, LOCKER ROOMS, 
RUNWAYS — IN BLACK OR COLORS... 

Runners of Heavy Duty MEL-ISLE ribbed molded rubber are extremely 
trathic They provide a “‘self 
ure a constantly SAFE walking surface. Supplied 
ses in black or marbleized colors wide 
5 yards. Here ts a runner for maxi 
lite in corridors, halis, lockers 


LINK MATS — CUSTOM MADE FOR ANY SIZE AREA... 
I k Mats 


yr marbleized colors 
to fit steps up to 20 
f varbleized colors 


with 


g-wearing under constant abrasion. 


ne actior wa 
and 


continuou 


thickne 46” 
sths up to 


durabuilit ind service runways, 


installations 
Satety 


industrial 
in patterns 
links 
supple d in 
available 


Dest mat for many 
links woven 
fabric 


he 


proside type oft 


ca use colo rubber 


be used 
different 


be 


irbleized colored mt or tre can 
MELFLEX Link Mats can 


hel | indard are 
and extra durabk 


rkers many 


requirement or they can 


Mats 


sizes 


if i Aare n h 


mats of 
effectively 

types 
custom made 


S.A. Neo. 833 


du dddadi ery 
(fii tes 


Plibutiaga 


bites 
Miitiaanay Ay 


Citetiang 


ri 
Cra 
it 


LL 
maT yy 
ner he r é ; ! hs 
different 


Entrances, 
black 
to 
for 


cushion 
many 


for size 





Send This Coupon Today for Complete MELFLEX 


Information and Prices .. . 


Name 


Address — 


410 SOUTH BROADWAY, AKRON, OHIO 


Send complete 


PRODUCTS COMPANY, Inc. 


information and catalog 





MELFLEX PRODUCTS CO., Inc. 


L. E. Warford, Pres 


410 S. BROADWAY AKRON 8, O yy 





Stote 
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How Much is YOUR PLANT losing 


because of 


POOR VISION? 


Accidents lessen production and increase spoilage—and poor vision 
is one of the most important contributing causes of accidents. 


Now is the time to install a Keystone Occupational Visual Service. 
A sampling test, run on a group of your own employees, will show 
that a Visual Testing program will give you the results that thou- 
sands of plants are reporting. 
LOWER production costs and training costs; lower labor turn- 
over; less spoilage; reduced accidents and insurance rates. 
INCREASED efficiency, larger profits; increased employee satis- 
faction. 
Write for brochure “What You Can Expect from a Good Vision 
Program,” by a prominent industrial personnel director. 


Visit Booth 150, National Safety Congress, Hilton Hotel 
KEYSTONE VIEW COMPANY, Meadville, Penn 
1892. 


Established 


Originators of Binocular Vision Testing in Industry. 


The KEYSTONE 


Occupational Visual Service 


ALISBURY’S erotective taupment 


FOR POSITIVE PROTECTION 


Salisbury is a pioneer in the manufacture of Line- 
men's Rubber Protective Equipment. This name on 
your rubber goods means the utmost in depend- 
ability. Everywhere, every day, they remove the 


dangers to which linemen are exposed. 


A device for every hazard. 


OTHER PRODUCTS 


Line Hose 

Connector End Line 
Hose 

Line Hose Connectors 

Insulator Hoods 

All Rubber Blankets 

Duck Inserted 
Blankets 

Pure Gum Center 
Blankets 

Slotted Side Blankets 

Snap-Button Blankets 

Snap-Button Jackets 

Rubber Gloves 


Glove Protectors 

Rubbercuff Protectors 

Glove Liners 

Curved Elbow Sleeves 

Straight Pattern 
Sleeves 

Joint Paste Pots 

PB. Compound Pots 

Cross Arm Shields 

Marshall Tagging 
Device 

Insulating Stools 

Switchboard Matting 

Cable Bandages 


Cable End Test Caps 

Cable End Separators 

Static Resisting Line 
Coats 

Waterproof Rubber 
Clothing 

Rubber Boots 

Rubber Hats 

Glove Bags 

Line Hose Bags 

Sleeve Bags 

Tool Bags 

Blanket Canisters 

Blanket Clamp Pins 


W. H. SALISBURY & CO., INC. 


401 No. Morgan Street 


Chicago, Illinois 
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1 KNOW (i SHEE... 


No. 351—A 
Foot"’ Sandal 


Sizes—Small-Medium-Large. 


REECE ORTHOPEDIC SHOE 
No. X175-CG-Men's 
No. X173-CG-Women's 
Sor No. 504-S 
montnrconsons,cxveanrons i is le way 
imisne wit d Steel T Shoe... i { 
AIRFOAM insole acts as splint. "i at fe K 
Keeps injured foot immobile. ' ' i 
Keeps a man on the job despite injuries. Fits over 
bandages. Easily stocked—no lefts—no rights. Als 


available without foot guard Sizes—5-13 
SIZES SMALL-MEDIUM-LARGE 


WOODEN SOLE 
SHOE CO. 


BOX 32-M Columbus, Nebraska 





SEECLOTH has also found use in 
preventing misting of the inside of 
windshields in foggy or damp weather. 
a ee Here also all that is necessary is to 
cleaning and preventing the fogging of goggles of workers rub the dry glass surface with the 
yaa a“ pes gs dry SEECLOTH. Mist will then not 


who must protect their eyes in various industrial operations 


SEECLOTH is a chemically treated fabric which when rub 
bed on glass both cleans and prevents fogging or misting. 
found use in industry as a convenient method for 


form on the area that is rubbed 
Other applications include its use on 


t is the most convenient and economical method known spectacles, mirrors, windows, etc. 


for this purpose. One piece (8 x9 ‘) will last for a number 

f months, when used on goggles or glasses. 

= , SEECLOTH 1S SOLD IN 8" » 9" pieces, packed in « 

polyethylene envelope which fits easily into the pocket of 
the coveralls so that the worker can use it right on the job 
with practically no lost time. 

SEECLOTH is also available in larger pieces for wind- 
shields or by the yard (36" wide). Special sizes cut to order. 


The fact that the worker has the means for preventing 
misting of his goggles right on the job increases the safety 
f the operation since it reduces the temptation to continue 
to work with misted glasses. He can fogproof them without 
3 «MNS work 
684 Broadway New York 12, N.Y 
2704 S. Hill St. Los Angeles 7, Calif 
Samples on request. Write Dept. N53 


All that is necessary is to wipe the dry glasses with the 
dry SEECLOTH and thus mistproof the glasses for a con 


derable period 
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IMPROVE EFFICIENCY YOUR WORKERS 


IMPROVE PRODUCTION: Stepan pbh-6 is a specially formulated, sul- 
fonated oil, bland skin cleanser . . . amazingly effective in 


removing oils, greases, and other industrial grime. Lotion-like 
effect actually protects the skin... 

leaving it clean, smooth, and 

supple. Stepan also offers a com- 

plete line of dispensing methods 

designed to meet every 


industrial requirement. 


New mild synthetic skin deter- 
gent with excellent foaming prop- 
erties. Leaves no disayreeable 
soapy odor on the skin. 

Both PH-6 and Neutra Foam 
are surprisingly economical. 
Write for literature and samples 


CHEMICAL COMPANY 


20 N. Wacker Drive, Chicago 6, Illinois 


See our Exhibit—Booth 218 
National Safety Congress 
& Exposition 


|. IN YOUR PLANT! 


Why run the risk of improper placement of new employees, the 
possibility of Industrial Deafness claims, and lowered safety 
standards when it is so easy to incorporate a hearing test in 
your routine pre-employment physical examination. 





Hearing loss can be a potent factor in the incidence of 
accidents, and in lowering the general performance level of 
workers. There is only one dependable way to detect hearing 
loss, and that is by means of an audiometer test. 

The Maico portable audiometer is extremely easy to use, 
and it gives accurate, quick results. Its use will cost you little 
in time or money—but the savings are substantial. 

Make use of this new tool to achieve greater production and 
higher efficiency. Write now for the facts on control of the 
Deafness Hazards in your plant. 


Vitto 5) 


@ 46B MAICO BLDG., MINNEAPOLIS 1, MINN. 


p 


a 


N HEI RING TESTS ARE MADE WITH MAICO-BUILT AUDIOMETERS 
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OILY WASTE SAFETY CANS 
CANS for easy han 


for old rags or dling of flam 
combustionable mable liquids 


material. Under Underwriters 
a . 
y writers approved Pt labeled. In 1 


From 6 to 25 gallons pint to 5 gallon sizes 


DISPENSING SAFETY EXTENSION 


PLUNGER CANS LIGHT 
You — as the man directly responsible for the 


{ i # ; = 
7 qngay one ("1727-5) for working safety of your personnel and equipment — 


vy 
i i ef Dd fe in tion of 
ee Ser pied eeipye ib ™~ are asked to consider the safety features of Justrite 


fl liaui storage orf oper- 
ammable liquids equipment. These products have been designed, 


15” or 30” constructed and tested to meet the highest standards 
extensions for of industries everywhere. Used for inspecting, cleaning 
me See ae lighting inaccessible areas. Un or storing Justrite Containers and Justrite Portable 
SS eee ee derwriters approved Lights discourage sparks or explosions — wherever 


SAFETY FLASHLIGHT SAFETY flammable liquids, vapors, or gases are present 
: LANTERN Besides this safety factor, your decision to use 
Justrite equipment will prove sound because Justrite 
outperforms — and outlasts — all other similar 


in 1 quart "Yy ating equipment 


gallon and 1} gal 


(¥1717-S)—for use 

(#2144-S) 6 volt — 

" for use in hazard 

hozardous loca equipment regardless of price 
ous locations 


Wire querd and ORDER FROM YOUR JOBBER 


lated. Underwrit stand. Safety kick- 


ers Lab. approved out bulb sockets. U.L. approved 


in group D, class 


tions. Fully insu 


for free catalog write Dept 


SAFETY HEADLIGHT 


(*1904-S) — with belt clip for case and 
RS padded headbond for light. Fully flexible 
& with 1,500 ft. beam. Leaves both hands free. 


APPROVED 


FRANKLIN'S CLEANER 
... for cleaning, strip- 
ping and maintaining 
all floors. A liquid wax 
soap thet seals as it 
cleans. Highly concen- 
trated... one galien 
makes upto 40 gallons 
FRANKLIN'S WAX of fast acting cleaning 
a tough, long wearing solution. Cleans by 
self-polishing wax saturation... neo herd 

Cuts maintenance scrubbing. 
costs on linoleum, rub- 
ber, asphalttile, wood, 
a ~ etc. Withstands water 
8 BER GLO ; and damp mopping in- 


definitely. Classified 
by Underwriters’ Lab- 
oratories as anti-slip 


ASK US TODAY ABOUT YOUR 
MAINTENANCE PROBLEM 
prompt assistance, delivery 
and service on materials 
assured by Franklin Factory 
representatives, offices, ware 
houses and distributors located 
in principal cities 








FRANKLIN RESEARCH COMPANY 
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MAINTENANCE EQUIPMENT 


for scrubbing and maintaning floors of all kinds and 


for scores of other dust-control and clean-up jobs. 


MAINTENANCE | 
EQUIPMENT & SUPPLIES 


Hild Floor Machines a 
ails n the two types pictured at left wit = 
ee le See 2 \ HILD Wet-and-Dry 


and water Easily interchangeable 
) rub, wax, polish, buff, sand, grin¢ Vacuums 
oors of all kinds. All mode ha 

Switch and larger mode hé Alway ready for any 
istable to operator's height. Six h cy : an-up job, wet or dry 
mode with brush preads from 11 to 19 inche \ No filter to change or 

HILD Equipment keeps factory floors clean, smoot} ' other ** prelimi 

ind p-safe prevents accidents peed ip plant - Moisture lum 

trafie and prove employee morale Speci ut Stream cannot damage 
nents f emoving rough, bumpy, hare é , ; specially designed HILI 
e and ft cleaning oily lippery floor ; Bi-Pass motor. Two sizes 
15 and 55 gallon tanks 
for 10 or 


Only HILD has HILD FLOOR MACHINE Co. : ‘ r: rmate = recovered 


7 oe 740 W. Washington Blvd., Dept. NS10 en used to take uy 
h lirty suds and water from 
Brus Chicago 6, Illinois wrt cer tl edge o> 
Vacuum gets floors 
almost instantly 
the slip hazard 
floors Attachments 


to weep floors with ; 
SEE DEMONSTRATION veep floors with air 
clean walls 


of HILD EQUIPMENT in hel ins, pipes, ete 


BOOTH 130 
OCT. 19-23 


CONRAD HILTON HOTEL 


HILD Model ‘’K” Floor Machine $] 
Big performance low cost.. only 
t ever for a genuine HILD Floor Machine 
HP. motor Brush spread 4 


ish speed 210 rpm. Attachments to 
iff teel-wool floors in offices or home 


SIZES 
TO FIT 
WIRE ROPES 
FROM 's" 
TO 1” IN 
DIAMETER 


DEVELOPS 

85 TO 90% 
OF ULTIMATE 
ROPE STRENGTH 

(95-100% 
CATALOG LIST) 


THE HEAVIER i For combined safety and efficiency, users of wire 


THE LOAD 


rope rely on the Newco Wire Rope Clamp and 
Thimble. The heavier the load, the tighter the 


THE TIGHTER halves are forced together, insuring you of complete safety 


iT HOLDS! 


in operation. Easy to install in field or shop. NO WRONG 
SIDE—threads either way, and never needs lubricating. In- 
2400417 creases profit by reducing down time as much as two-thirds. 


gee yous 0" @ NEWMAN MEG. & SALES. CO. 


te diet - 


on wrt DEPT. SN BOX 5939 KANSAS CITY 2, MO. 
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ARE YOUR PRESS GUARDS SAFE — 
CHECK THIS CHART 


Is the die area barricaded during the ram stroke in 
normal operation? 


Is there provision for removing the hand from the 
die area in the event of clutch failure or other 
repeats? 


Is the above provision so timed that its operation 
is completed during the first half of the down stroke 
of the ram? 


Can the ram be raised or lowered when dies are 
changed without making guard adjustments? 


Does the guard have all of these three features: 
Blocking guard; ram operated in case of repeats; 
enclosure guard? 


A—Anderson Safety Guard 





A 











1 to 5 Represent other specific guards or types now in use. 


THE ANDERSON SAFETY GUARD 


Manufactured by 
LUTHER MFG. CO., INC. 


OLEAN, 


N. Y. 





EQUIPMENT 
for all Industries 


e BULLETIN BOARDS 
e LADDER SHOES 
e SAFETY CLOTHING 


PF <3) NO SMOKING S7os 


e DUST AND SPRAY HOODS 
e NITROMETER MASKS 
e FACE SHIELDS 


All types: Safety, Warning, Notice, 


AS - ‘ 

zag OFFICE 

6: i edad 
* 

S | G NS Portable Street Danger Signs, Highway 

® Construction Signs, Sign Standards. 


PUNCH PRESS FEEDER 
_ +e: 
—,, 4 


A speed up tool for lifting, feeding and position- 
ing blanks of metal and other materials without 


inserting the hands or fingers within the 
zone... used for seporating sheets, 
from piles or stocks ... many ether uses on 


non-porous moterials. 
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‘ Broad 
Vision 
DUST 
AND 
SPRAY 
HOOD 


WEIGHS 
ONLY 9 OUNCES 
Patent No, 2537265 


LIGHTWEIGHT CHAMPION — preven in operation — 
for the many maintenance and production jobs 
calling for respiratory protection and full coverage 
for the face and head. Light. Comfortable. Efficient. 
Unobstructed vision in all directions. No interference 
with work to be performed. 


SEE US AT BOOTH NO. 433 
(( PTD). afety Equipment for all Industrie 
INDUSTRIAL PRODUCTS COMPANY 


2850 N. FOURTH STREET + PHILADELPHIA 33, PA. 














MODERN UNIT TYPE 


Standardized 
FIRST AID PROTECTION 


‘PAC-KIT’ © EQUIPMENT 


FULLY MEETS SPECIFICATIONS FOR— 


AIRCRAFT — AMBULANCES — BUSES 
AUTOMOBILES — TRUCKS — RAILROADS 
STEAMSHIPS — ALSO PUBLIC UTILITIES 


INDUSTRIES — SCHOOLS — FEDERAL, STATE 
AND MUNICIPAL DEPARTMENTS INCLUDING 
POLICE — FIRE AND PARKS. 


Write for descriptive literature and direct prices. 
VISIT OUR EXHIBIT BOOTH NO. 39 AT THE NATIONAL SAFETY CONGRESS, CHICAGO, ILL. 
Ask for a free sample of P-K BURN OINTMENT—The Improved First Aid for Burns 


“A 


AEH) THE PAC-KIT COMPANY 


EQUIPMENT P. O. BOX 1306 GREENWICH, CONN. 



































Ze 


- King 1 Urong 

















Want to save your company time and money? Then 
don't miss BOOTH 212 at the National Safety Con- 
gress and Exposition. At this booth you'll learn 
how much more profitable it is for your company to 
RENT rather than BUY—safety clothing for workers. 
Several industrial consultants will be on hand at all 
times to advise you on your clothing, salvage and 
cleaning problems. 


INSTITUTE OF INDUSTRIAL LAUNDERERS 


'eav & £ien BW WASHINGTON 6, D.C. 
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New full color 
catalog. 
Send for your 
copy now! 


America, Finest for Construction ana Watntenance 


hree hours later the roof caved in—and the 
Watchman barely escaped with his life. 
{ware of the increased hazards on weekends 

a high incidence of fire, burglary and 
vandalism—more and 

more plants are installing 

the DETEX tape-recording 

GUARDSMAN Watchclock 


sysfem 


a, fm. 
With a capacity of 96 hours, the GUARDSMAN 
maintains unbroken mechanical supervision of 
your Watchman on weekends. There’s no need 
for a Supervisor (at time and one-half) to return 
to the plant Saturday and Sunday just to change 
the clock dial. Entrusting this function to the 
Watchman is not only against insurance regula 
tions, but it is inviting disaster 


Modernize with the GUARDSMAN. Be safe on week 
ends as well as week days Send for free folder 


SEE OUR EXHIBIT AT BOOTH +404 


WATCHMENS CLOCKS 


National Safety News, October, 1953 





SAFETY FIRST 


See) «WITH KLEIN GS ite censor vo 


KLEIN PLIERS Over the years, there has been a tremendous advance in 
safety practice throughout all industry. Linesmen, elec- 


tricians, workers everywhere have contributed to the 
safety measures that have resulted in today’s excellent 
performance. 
901M ADJUST. We are proud that the equipment produced by Mathias 
Ags Klein & Sons has played a part in setting new safety 
standards. The general acceptance of Klein equipment 
today is the result of the quality that has been associated 
with the name Klein “‘since 1857.” 
This quality rests on the selection of the finest materi- LINESMEN BELTS 
als, the precise skill in every step in manufacture—the 


individual inspection and testing of every piece of equip- 
KLEIN CLIMBERS ment and by a continuing program of product improve- 


ment and development to assure maximum : 
service, comfort and safety to the user. re 7 
/ T 
Tour the Klein Plant { 
ee us at Booths 65 and 66 , 
Conrad Hilton Hotel 
October 19-23 


RIGHT AND LEFT CLIMBERS ERP Uae eh fae Cae Rtn Mon Elen Cele lt | i HAVENS GRIPS 


— “Fingt ait EQUIPMENT 


PLANT HOSPITAL SUPPLIES 


LITTERS, STRETCHERS, FOLDING COTS, ETC. 


No. 1304-C Stretcher, shown, has aluminum poles, aluminum folding undercarriage, shaped hardwood 
handles. 90" long Flameproof, mildewproof No. 8 canvas top. Also steel pole burlap top litters and 


' FIRST AID THOMAS 
ARM AND LEG SPLINTS 


Kit No. 73—Includes Arm Splint, Leg Splint half ring, Heel rest 
Ankle hitch, Wrist hitch, Leg Sling, Arm strap and carrying case 
Thigh and shoulder rings are gauze wrapped and rubber covered 
Kit No. 74—Same as No. 73, but with rings felt padded and covered 


r | with horsehide 
ALSO MANUFACTURERS OF | Booth 418 
@ Thumb and hand splints p  % SAFETY 
@ Canadian type crutches CONGRESS 


@ Pneumatic tourniquets 
@ Plaster cast cutters 


Sead tor Uteratre : Olhopedic EQUIPMENT CO. 


95 Fort Wayne Street, Bourbon, Indiana 


emergency cots. 


— re ee eee ee ee 
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94.9% of Lockheed’s 50,000 


employees are enrolled 


in the Payroll Savings Plan 


ROBERT E. GROSS 


President, Lockheed Aircraft Corporation 


National Chairman. 1953 Aircraft 
Industry Payroll Savings Drive 


“4 man’s personal economic security is the sum of his own diligent effort, a financially sound govern- 
ment and a systematic savings plan. He has the earnings and he has the government that can protect 
the individual. However, human nature being what it is, not everyone maintains a systematic plan of 
savings. So here is a plan designed to help the employee—the Payroll Savings Plan, whereby his 
company will regularly invest a part of his earnings (he specifies the amount) in United States Savings 
Bonds, America’s safest form of investment. We at Lockheed have endorsed and encouraged this plan 
because we know what it does to assure security —both individual and national.” 


Corporation rece ntly conducted a person Savings Records, it is safe to estimate that 6067 or more of the 
that put a Payroll Savings Application personnel of a company will join the Payroll Savings Plan 


~ of every emplovec ot Lockheed’s eleven 

if the many personal benefit. of the Payroll Savings 

1 California. At the conclusion of this one 
* a Plan are properly presented to them by management. 

KO.419 of the 1B.037 employees 95.76; I I | : : nities 


, J 242 " 
the Payroll Savings Plan. Three of the if they are shown how their monthly investment in 
ved 100, enrollment Savings Bonds contributes to national stability. by 


in the Southern California plants is the adding to our reserveir of future purchasing power 


$35.5 . “ os 
participation of any company or group of 39.9 billion—the cash value of outstanding Series 


, , 
Phe previous national record in the avia k Bonds — the kind purchased by Payroll Savers 


was set by Lockheed’s Georgia Division 
Your State Director, ULS. Treasury Department, is ready to 


Lockheed’s total pavroll 50.000 men and = 
help you build a 60 , se Payroll Savings Plan 


ire building ecurity— both individual 
Hell explain how easy it is to conduct a simple person-te 


ystematic investment in U.S Savings Bonds, 
person canvass and will furnish all the printed matter, post 
es operate Payroll Savings Plans. In many -. etc. Phone, wire or write today to Savings Bond Division 
s employee participation ranges from 60% LoS. Treasury Department, Suite 700, Washington suilding, 


it is even higher. On the basis of Payroll Washington, D.C 


The Unite States Government does not pay for this advertising The Treasury Department 


thanks. tor their patriots donation the {drvertising Council and 


NATIONAL SAFETY COUNCIL 
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Adout EASTERN “A” STANDS z<¢ SAFETY SIGNS 


A complete line of standard egg Full me 6 Ft. “ys Cop 
; or School an ndustrial Cross- 
and special SAFETY SIGNS walks & Safety Lines Now Avail- 


in 20 and 30 gauge Steel able. 











C NGER CAUTION) 
40 an “OUT. 





ISAFETY| 
coors (Ea 
|OF FICE, |WEAR YOUR 

GOGGLES | 





For long life, outdoors as well as 
indoors, only top-grade flexible 
baking enamels are used—front 
and back—on all Eastern Metal 
signs. Note the uniformity of de- 
sign and excellent readability. 

Widely Used Eastern "A" Stand yoy can depend on Eastern Metal : : 

cauipment. ve Protection for men ond for prompt delivery and economi- PA R K| 


Now produced in three models, with signs and H 
frames in durable baked enamel! resistant to cal price. Note: Actual color of Signs 


weather and rough use: and Flags is Standard Red 
EASTERN ‘'A’’ SENIOR 
Frame 1° angle; 36'' High; 24°’ x 24°’ sign For complete information 
EASTERN ‘‘A’’ HEAVY DUTY y and prices, write today. 
Gegeenese 


Frame 1°’ angle; 27'/2'' High; 18'' x 18°" sign 








Pat. Pendir g 








y 


EASTERN ''A'’ STANDARD 
Frame %'' angle; 27'' High; 18'' x 18°’ sign 
Flags removable and unit folds compactly 


Elmira Heights 8, N. Y. 
See the Signs at Booth No. 429 


STOP ACCIDENTS 


) | = 
) WITH 
ne ras 0 ; J 4 
sApErY 


DISTRIBUTED BY 
BOYER-CAMPBELL CO.—DETROIT SKID-PROOF 
CAREY MACHINERY & SUPPLY CO.—BALTIMORE—WASHINGTON, D. C. 
LEVITT SAFETY INC. —TORONTO—MONTREAL SAFETY ENAMEL 
B. F. McDONALD (O.—LOS ANGELES—SAN FRANCISCO—HOUSTON 7 
E. H. NOTTE—E. ORANGE, N. J AVAILABLE IN # COLORS 

LT. GRAY, DK. GRAY, TILE RED, 
ORR SAFETY EQUIPMENT CO. —LOUISVILLE sna elena: tenek, wena 
ALBERT W. PENDERGAST SAFETY EQUIPMENT CO.—PHILADELPHIA 
GUARANTEE 


PROTECTIVE EQUIPMENT INC. —CHICAGO—MILWAUKEE 
We Guarantee every can of CONVOY. Order one 
ROCHESTER SAFETY EQUIPMENT CO.—ROCHESTER or more gallons and make your own tests. If you 


are not completely satisfied, just return the unused 


SAFETY EQUIPMENT CO.—DENVER , } , 
portion within 30 days and you will receive full 

SMALLING & CO.—NASHVILLE—MEMPHIS credit on your entire order 

SOUTHEASTERN SALES CO.—BIRMINGHAM FOR COLOR CARD AND BULLETIN WRITE 


WILLIAMS & CO.—PITTSBURGH—CLEVELAND—COLUMBUS—CINCINNATI—TOLEDO KELLEY-MAHORNEY CO 


1445 SOUTH 15th STREET, LOUISVILLE, KY. 
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Hee Marking Tools Help Prevent Accidents 


Vive BETTER IMPRESSIONS ! Vast LONGER! 


There is no dangerous spalling a << | we 


or mushrooming when you use 
” Mecco Safety Marking Tools! 
Uittity Ouete These tools thoroughly proved 
(Car. 111) 
in every type of marking appli- 
Box Type cation provide maximum serv- 
Netder ice life, deeper and more legible 
(Cat. 126) P g 
impressions with greatest safety 
made possible by means of our 
special alloy steel, available only 
in Mecco Safety Marking Tools 
A few of these tools are illus 
trated hundreds more are avail- ' 
able to fit your marking needs — ew 
Adjustable 


Hand Tool Holder 
(Cet. 174) i! 


Make Marking Safe 


with MECCO >. 
“SAFETY” Tools! : , ad 


(Cat. 103) 
Write tor new Catalog 100 today! 


Inspector's Hammer 
(Cat. 121) 
\ MARKING TOOLS 


Wedge Grip Hand Holder 


(Sas. 136) 1053 CHATEAU STREET, PITTSBURGH 33, PA. 


iol LITTELL 


Also makes these 
Punch Press 
Accessories 


¢ROLL FEEDS 
It pays to keep fingers o REELS 


out of presses! 
¢ STRAIGHTENING 


Write for FREE Catalog - 
AIR DIVISION _— a * 


4165 RAVENSWOOD AVENUE 
CHICAGO 13, ILLINOIS 
District Offices: DETROIT and CLEVELAND 








| ee 
with Sofety 
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STONEHOUSE SIGNS f'-ASSIDENT 





| DANGER | 
® | 
NO ADMITTANCE | 
Pouring Molten Steel | WITHOUT A PERMIT 
High production is a fine goal. But with it goes the respon- 
sibility to protect and safeguard workers against the threat 
of accidental injury—even death. 


Every production quota should include an effective safety 
program. It can be done with the help of 


STONEHOUSE SIGNS 


They work 24 hours a day...warning, educating, impress- 
ing upon workers the gospel of Safety. 
There are hundreds of different Stonehouse stock-worded 
signs for prompt shipment. Special wordings also produced 
as desired. 

Have you our complete Catalog? It's free on request. 


AFIRE | 
MIGHT PUT EVERY | 


T OF WORK | 
on = MANAGEMENT | 


PROTECT YOUR JOB 
NO SMOKING 


lr, — 
iim 


WEAR Gocco. 
E 
| WHEN USING 2 


ee 


Ce 


a BiDABLE 
Yop SIGNS, inc. MANUFACTURERS © Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863" 


Denver 4, Colorado 
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Used in wide variety of 
applications throughout industry 


VANO DESIGN “A" 

VENTILATOR is used 

here during repairs to 

a chemical still. This J 
type ventilator is used 
to ventilate tanks, tank J, 
cars, drums, vats, un- : 
derground cable manholes, pipe galleries, air- 
plane wing compartments, fuselages and other 
confined places. Uses 8 diameter flexible canvas 


tubing (""Ventube") 


NO. 2 AEROPLANE 
HEAT KILLER here 
directs cool, fresh air on 
worker in drop forge 
plant. Heat killers restore 
workers’ efficiency by 

providing extra ventila 

tion in the hot months, or 

on any job where workers are continually or peri- 
odically required to work in excessive heat. Avail- 
able in two types, three sizes in each 


VANO DESIGN 

“B" VENTILA- 

TOR here dis- 

charges welding fumes from double-bottom com- 
partment in naval vessel under construction. Large 
volume of air handied quickly expels fumes and 
results in good ventilation. Vano Design “B" can 
pass through opening only 14” in diameter. Uses 
8" diameter flexible canvas tubing (““Ventube"’). 


v 


a 


VENTAIR DESIGN 

TE-4 VENTILATOR 

Gasoline Engine 

Driven, here delivers 

air into underground 

manhole. These venti- 

lators provide fresh 

air to men in confined 

places, promoting safety, comfort, and increasing 
efficiency. Ideal where no electric current is avail- 
able. Delivers 1700 CFM of fresh air. Uses 8” 
diameter flexible canvas tubing ("“Ventube") 


Improve workers’ safety... 
health... comfort... efficiency 


VANO DESIGN 

“C" VENTILATOR 

here withdraws fumes from a reactor kettle. This 
ventilator can be furnished with 8° suction inlet 
for 8’ non-collapsible suction tubing — or multiple 
inlet nozzles for 5'’, 4'', and 3” suction hose. The 
discharge may be connected to 8” “Ventube.” 
Capacities furnished on request. 





PORTAIR NO. 4 BLOWER EX- 
HAUSTER exhausts fumes resulting from 
soldering, welding, tank coating, is also 
used in ventilating small tanks. It is 
designed to permit attachment of 4” 
flexible metal hose. Capacity: 425 CFM 
free air 











ATTACH THIS COUPON TO YOUR COMPANY LETTERHEAD 


SASS SSS SSSR SSS SSSSSS SS SS ASSSSSHSSSSSSSSSSSSSSSSSSSSSESER SESS TEBE SESE ee eee ee 


in tank tank ars, drums, nt 
etc 

in undergr i cable man 
holes 


COOLING: 


in aeroplane  fusilages, 
wings, efc 


ords 


on coke ovens 
on steam-heaoted rubber 
processes 


Write here any special venti j 
lating probiem yc may hove ) 
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ler repair jobs 


generators, switch- 


es and sheets 
a1 man cooling 


COPPUS ENGINEERING CORPORATION, 130 PARK AVENUE, WORCESTER 2, MASS. Sales offices in Thomas’ Register. Other 
“Blue Ribbon" Products in Chemical Engineering Catalog, Refinery Catalog, Best's Safety Directory and Mining Catalogs. 


Please send me information on supplying fresh air to men working: 


eround cracking st 
exhausting welding fumes 
stirring up stagnant air 
wherever men ore working 
or material is drying 
drying of walls, sheets, etc, 
after treated with coating 
material 
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National Safety Council 


Home OFFice 
425 North Michigan Ave 
Chicago 11, Illinois 


EASTERN OFFICE 

800 Chrysler Building 

New York 17, N. ¥ 
"at WESTERN OFFICE 

950 California Street 

San F cisco 8, Calif 


Chairman of the Trustees 
S S. Ropcers Chairman oft 


The Texas Company, New York 


Chairman, Board of Directors: 

E. F. pu Pont, director, Employees Re 
ations Department, E. I. du Pont de 
Nemours & Co., Wilmington, Del 


THE COVER: While on vacation, in Colorado, President Eisenhower signed Dicatiiais 
° P eside 

a number of bills passed by Congress before it adjourned. Among these was Nep H. Dearsorn, Chicago 
one granting a federal charter to the National Safety Council. This bil 
Vice Presidents 
For Farms 

Guy L. Nosie, managing director, Na- 
tional Committee on Boys and Girls Club 


IN THIS ISSUE rc, Chicago 
and Tr 


For Finance pasurer 
‘ ¢ ’ ’ Georce F Getz, Jr president The 
Safety Followed Through Carman Fish Globe Corp., Chicago 


He Might Have Been A Cripple Herbert W. Park, M.D.. For Homes 
W 4 STEWART 


Optical Ce Southbridge, Mas 


however, was not the one he was signing in the picture 


Accident Prevention Among the Brass James W. Carpenter 


For Industry 
Dr. Witt1am P. Yant, director of re 
earch and development, Mine Safety 


Signed Up for Safety Thomas H. Allen Appliance Co., Pittsburgh, Pa 


Recognition for Good Records Norman Mozley 


Safety on Display Walter Boon For Local Safety Organizations 

. : Rovert R. SnNovcrass, president, Atla 

First Aid and Emergency Care of Eye Injuries suto Finance Co., Atiants, ‘Ga 
Hedwig S. Kuhn, M.D. = eee 


, ROBERT I Ross, manager Employee 
Low Voltage High Hazard Herbert Heinrich ry Ford Motor Co., Dearbor: 


The Elevator’s Century of Progress 
For Public Information 

: y = Boyp Lewis, vice-president and execu 
Recruit for a Congress (Diary of a Safety Engineer) en cities Rn Gatclan tae, tees Yack 


Bill Andrews 
For Schools and Colleges 
Odds on the Bunk Robert D. Gidel _ — ae Dr. Herotp C. Hunt, Charles William 
Eliot Protessor of Education, Harvard 

: . : University, Cambridge, Mass 
Chlorinated Solvent Degreasers George M. Hama 
- . For Traffic and Transportation 
Injury Frequency Rates) H. Gene Miller FRANKLIN M. KRreML, director, Traffic 

Division Inte rnational Association ot 
Cases for Comment Robert D. Gidel ; : , Chiefs of Police, Evanston, III 

» . Y me man _— ( - — * - For Women's Activities 

New York Green Cross to Repeat Colorful Parade acre ~~ conbaclesag-a +e A 
. P . . 5 P f Labor and Industry, State of Maine 
Carrier Drivers Show Their Skill Ho. MVM. Allison Augusta, Me 


A Rich Reward = Julius A. Draper 





(Quotable Quotes Dr. J. L. Rosenstein Wa es sbi 


Moses, Art Director 


DEPARTMENTS. H. Mitrer, Advert ng Manage: 


P P Norvat Burcu, Editorial Director, Cour 
Editorial i Safety Library cil Publicatior 


Lighter Side . } Safety Posters 
NATIONAL Sarety News is. published 
Small Businesses and Associations Personals monthly by National Safety Counc 

Copyright 1953 by National Safety Coun 
Industrial Health Obituary 8 ‘ Printed in U.S.A. Entered as sec 


id class matter June 21, 1921, at the 
Accident: Barometer } Asked and Answered ub ost Office at Chicago Illinois, under the 
of March 3, 1879. Subscription rate 
I members $5.50 per year single 
copies 55 cents; to non-members, $7.50 
. 7 cae oe per year, single copies, 75 cents. Quan 
Green Cross New afety Films tity prices for yearly subscriptions and 
- ingle issue on request Member Audit 
Safety Valve Calendar Contest Winners ‘ Bureau of Circulation: Indexed in Ir 
4 ‘ : : - justrial Arts Index 
Coming Events New Products 229 Statements and opinions advanced 1 
gned articles are personal expressio! 


For Distinguished Service Reader's Point of View 


of the authors, not necessarily those of 
33,400 copies of this issue were printed the National Safety Council 
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You're looking at the latest development 
in the science of fire protection—the new 
BLAW-KNOX SPRAY-HEAD. In F.M. 
and U.L. tests this improved design 


showed: 


® more efficient water distribution 


® maximum fire control with less 
water 

® most effective combination of 
spray and mist 

® discharge of fewer heads adjacent 
to fire 

So here is far better fire protection for the 

same price as old-type sprinklers! Apply 


it to your property without delay. No 


cash outlay necessary. Savings in insur- 
ance premiums will pay for the entire 


system in a few years. At your request our 


engineers will make a survey and submit 
an estimate without obligation. Write... 


BETTER PATTERN WITH LESS WATER 


BLAW-KNOX 
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A low-cost way to prevent high-priced fires 


. LL fires are costly — in property damage, in lowered employee 
oiaes ue ba adage morale, in interrupted produc tion. And the best way to fight 
aunt Canees Wack a fire is not to let it start. That's why a small investment pays off 

in real fire protection, when you provide Ampco Safety Tools for 


use in hazardous locations. 


Ampco Safety Tools are approved and recommended by Fac- 
tory Mutual Laboratories and other leading safety authorities for 


How to select : use wherever there's a special fire hazard — spray booths, paint 
the proper i lockers, gasoline-storage areas, etc. 


S. fh t 7 / The Ampco Safety Tool line is the largest available anywhere. 
a é. Y 00 ; From more than 400 items select the right tool for practically 
every one of your jobs. Order today —to take advantage ot 


For tools subject to im 


pact and/or torque reduced insurance rates and greater employee safety. 


SY. specity tools of Ampec 
G Metal *Reg. U 


SAS 
a 
4 . a jobs in oe vee AMPCO METAL, INC. _=z*” 


acetylene simular 
i eC! Amp DEPT. NS-i0 
Monel® Tox if MILWAUKEE 46, WISCONS!N —~SS 


— 
West of the Rockies, it's Ampco Burbank Plant, Burbank, Calif _ 
In Canada, Safety Supply Co., Toronto, Ontario 
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Qur Federal Charter 


Avcusr 13, 1953, marked 
another important mile 
stone for the safety move 
ment. On that date Presi 
dent Eisenhower signed 
Senate Bill No. 1105 
granting a federal charter 
to the National Safety 
Council. 

The charter means that 
the United States has 
formally recognized the 

importance of the accident problem and the leader- 
ship of the National Safety Council in coordinating 
the forces of accident prevention throughout the 
country and directing their efforts in a constructive 
program, 

From the standpoint of organization and opera- 
tion. the new federal charter will bring little change 
in the structure, purposes and activities of the 
Council. It will remain a privately financed and 
operated organization. The same Council officers 
and directors will remain in office, subject only to 
the annual elections. 

The Council has not become an agency of the 
government nor will it receive federal subsidies. 
In this connection it may be noted that the federal 
covernment. as the nation’s largest employer. 
knows the value of organized accident prevention 
work. Many of its operations, both civil and mili- 
tary. have established notable records in accident 
reduction. In accomplishing these results, exten- 
sive use has been made of Council services and 
publications, but the Couneil’s relationship with 
the government has been the same as with othe: 
hie mibe rs 

The charter bestows the prestige of official recog 
nition which has been enjoyed by such public 
service organizations as the Red Cross. the Boy 
Scouts and the Girl Scouts. It stamps the seal of 
approval on the Council’s four decades of service 
to humanity and its present stature and character. 

Forty years ago the idea that accidents were 
preventable was accepted by only a small group 
of men in industry, (who were sometimes regarded 
by management as being none too practical) and 
by the members of the U. S. Department of Labor 
and the Bureau of Mines. and the newly created 
industrial commissions of many states. 

In the National Safety Council these men found 
i medium tor attaining their objectives. Through 


group thought and action they developed techniques 


NATIONAL 
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and standards for safeguarding the varied activities 
of working and living. And their missionary zeal 
brought an ever-widening acceptance of the basic 
safety idea. 

government has called 
upon the Council for help. When the United State» 
entered World War I the Council was less than 
four years old. Measured by present standards, its 


In times of emergency the 


resources were pitifully meager. But among the 
Council’s member companies were many industrial 
concerns whose accident prevention methods were 
already proving practical. and they were ready to 
place their trained personnel and their experience 
at the service of the expanding war industries. 

Between wars a great depression with widespread 
unemployment and distress called for quick and 
energetic measures, A vast public works program 
was launched, with need rather than experience and 
physical fitness as the pre-requisite for employment 
Under such conditions soaring injury rates were 
feared. Through the Council, experienced safety 
men were enlisted to aid in organizing the nation 
wide work projects for safety. As a result of their 
efforts the accident experience was considerably 
better than expected, 

Again in World War II the forces of safety were 
mobilized through the Council under the slogan 
“Save Manpower for Warpower.” Safety men who 
were already carrying heavier responsibilities on 
their own jobs responded to the Council’s appeal 
to help the new war industries set up programs. 
And, as in previous emergencies, the results were 
gratifying, saving countless man-hours of produe- 
tion to add to the nation’s fighting strength. 

But these emergency services. invaluable as they 
were at critical times, were only dramatic demon- 
strations of a continuously growing safety move 
ment. Year in and year out. the protecting influence 
of the movement has been felt by people at- work. 
on the streets and highways, and at home. 

In granting a charter to the National Safety 
Council, the federal government, therefore. recog 
nizes the faithful services of thousands of men and 
women, living and dead. who have made the safety 
movement a vital and constructive force. 

But this recognition, it should be clear, has not 
heen given for past service alone. The important 
fact is that. by giving it, our governmental leaders 
have reaffirmed their confidence that the Council 
will continue to serve the nation well in the tasks 
of peace as well as in times of emergency. 


Mat HBraborn 





Safety Followed Through 


By CARMAN FISH 


Some highlights of the two eventful years that 


followed the historie First Safety Congres- 


j KFORE a small yroup of men in association Which soon be 
assembled in New York's Me came the National Safety Council 

Alpin Hotel on the morning of with “Universal Safety” for its 

September 24. 1913. Robert W. motto and goal. 

Campbell announced a significant One year before at the First Co 

event— the organization of the Na operative Safety Congress in Mil 


tional Couneil for Industrial Safety waukee. a committee had been ap 


E The Chicago. Haily C Tribun 


Lar ve Move ’ - 
NATION-WIDE MOVE at nprvpt stites COMMITS SULZER THE MEXICAN RLECTION 
' eee ' . > _ 


TO LOWER DEATHS, ON THREE COUNTS; 
IN THE INDUSTRIES VOTE TO OUST HIM? 


Galion! Comme fer méusinet | ‘apeacam ow! Caer Flags bey 
Safety Pees Compeige weet Rally of Foisttying 
te Guard Workers. | Pavlery, snd Goneil 


WEADQUARTERS  CHUcARO “FREED 8 DRIMERY Cuameg 
- = }o ree i 
Memwtecterer: i0 Masy lines ane 
Reread | 005106 9 aman 
Vanes Ber emest 
fom cotsame vowst roe muag | Ss 
raas O8 Ons rears » 9st | 


=} RANKS de® KIN AS 
ININCOMPTAVELAS 


Opening of the National Safety Council office made front page news 
duction of the Chicago Tribune of October 17, 1913 


pointed to make plans for another 
ifety congress. also to consider 
the possibility of a permanent or- 
vanization devoted to sec uring in 
creased safety for human life. The 
issociation Which came into being 
it the New York meeting was the 
result of a vear of intensive work 
ind study on the part of this com 
nittee. 

Like many another worthy proj- 
ect. the plans for a national organi- 
zation might easily have died in 
committee. But the founding fa- 
thers of the safety movement were 
purposeful men. They combined a 
crusading zeal with a_ practical 
understanding of the problems fac 
ing industry. 

The backgrounds of the members 
of the committee and the varied 
experrenc they brought to the task 
had much to do with its successful 
comple tion Phose serving on the 


committee were 


Schwedtman, secretary 


nmittee of the National As 


ol Mianufacturer (Chairman) 


W. Campbell first president of 
the National Safety Council 


National Safety News, October, 1953 





transactions of the side show have 
won a measure of immortality. 

Interest in technical problems is 
inevitably limited but the saving 
of human beings from violent death 
and crippling injuries has a uni 
versal appeal. 

Records of the activities of the 
committee in the year following 
the Milwaukee Congress are unfor 
tunately meager. The first meeting 
was held at the Fort Pitt Hotel in 
Pittsburgh on January 1. LOLS. At 

To page 203 


(frst of 


Parr Se ¢ 


Yart Pitt Hate 


Pittsburgh, Pi 


Cameron, managing director / of ' 
Safety Council, 1913-42 JP LCE 
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Phe participation of representa 
lives of several branches of the 
bederal Government in the organi 
zation of the Council is noteworthy. 
It marked the beginning of a help 


ful partnership in which the gov 
ernment neither subsidized nor at 
ited I control thr polie les of 
the Counerl 
At Milwaukee. the Association 
of Tron and Steel Electrical bone 
had sponsored the First Co 
e Safety Congress as part 
one ateiniateliied What Signatures of those who attended the first meeting of the National Council of Indus 
: : trial Safety in Pittsburgh, January 4, 1913: Charles L. Close, Edgar T. Davies, Barney 
Cohen, L. R. Palmer, R. C. Richards, Ferd C. Schwedtman, Dr. Winthrop Talbot, Lucian 
forgotten, but the = W. Chaney, Dr. M. J. Shields, H. M. Wilson, David Van Schaack and R. J. Young 


it the iain tent bas 
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A student in the radio and television 
school at the Woodrow Wilson Rehabili 
tation Center, Fishersville, Va 
by the State Board of Education 
departments 
automobile 


operated 
Other 
repair and 


teach watch 


body repair and painting 


| Q YOU have a Bill Simpson 
~ in your organization? Bill is 
He is 


married and has two children and 


a friend of mine. now 30, 


is employed by the Appalachian 


Electric Power Company. His 
home is in Fieldale, Virginia. 
This man has a good general 
physique. He is able to run, jump 
lift significant weights, and ap- 
pears to be a good, general speci 


that 
physical 


man of mankind. I daresay 


he would) meet most 
standards for employment. 
This is his story. On July 26 
1951 this man fell 25 feet from a 
telephone pole while pursuing his 
work at the 


Electric Power Company. Due to 


usual Appalachian 
the fact that the « ompany had pre 
pared the men in his work group 
prop 
erly without bending his back and 


in first aid, he was moved 
was taken to the hospital in Mar 
tinsville, Va. Here, it 
that Bill had sustained a fractured 
back. 


evidence to indicate that the spinal 


was found 


Because there was medical 


cord had been bruised also. cer 


tain operative procedures were 


undertaken at) various times to 


Dre. Hernent W. Park is on the 
faculty of the Medical College of Vir 
ginia, in Richmond. This article has 
been adapted from a paper 
at the Virginia Statewide Safety Cor 
Roanoke 


presented 


ference, 


He Might Have 


a Cripple 


Been 
By HERBERT 


There are many Bill Simpsons 
skills 


salvaged through rehabilitation 


—men whose 


correct his condition. During this 
phase of his treatment it was nec- 
that he 
complete rest. He also had several 


essary remain at almost 
complications which prolonged his 
hospital stay. He was discharged 
from the Martinsville Hospital and 
was sent to the Woodrow Wilson 
Rehabilitation Center where I first 
came to know him. 

At the time of his admission he 
Due to the 


prolonged period of time neces 


was a stretcher case. 
sarily spent in bed, he had devel 
oped severe wasting ol ius le due 
back, 


to disuse. His shoulders. 


Students gain new skills and hope for the future through vocationa 
scene in woodworking shop at Woodrow Wilson Rehabilitation Center. 


Below 


W. PARK, M.D. 


in industry 


and lives have been 


programs 


hips, knees and ankles were very 
stiff, and he had some persisting 
feet. He 


started under treatment in physic al 


numbness in his was 
therapy and occupational therapy 


to increase range of motion, 
strengthen muscles, teach self care 
and to train him in walking. In 
approximately one month, Bill had 
reached a sufliciently good level of 
functional ability that he was able 
He had not re 


gained full strength and full range 


to be discharged. 
of motion at that time. However. 
| felt that he was ready 


to partial employment and = con 


to return 


training 
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Patients with prosthetic appliances gain 
confidence and agility in the physical 
recreation 


therapy department. The 


program at the Center includes square 


tinue al a home 


back his full strength and range 
Within a month and a 
Bill was 


work full 


let us survey 


routine to pet 


of motion. 
halt fe 
ible to 

Now 


poie ture 


illowing discharge, 
return to time. 


the financial 


( 


$3,399.60 
797.16 


233.45 

1276.00 

85.706 21 

Vow 


disability 


let us consider the cost of 

had not Rehabilitation 
Service been brought into the pic- 
ture. Because of the severe muscle 
weakness and stiffness in joints, it 
that Bill 
heen considered 90 > percent 
disabled for 
end of one 


have 


is omy judgment would 
have 
employment at. the 
vear. The cost would 


heen as follows 


$3399.60 
LO ot 
156 Of 


1.095.601 


Physical treatments aid 


storing 


therapy 


functions to 
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I think everyone would agree 
that this is a significant difference 
in cost and a tremendous saving to 
everyone concerned, including the 
patient, the insurance carrier and 
the employer. This does not take 
fact that a 


man would have had to be trained 


into account the new 
to replace him in his work and the 
difficulties 
would 


untold and 


that 


problems 


have arisen in Bill's 


family had he not been employed 


for a considerable period of time. 
In order to get Bill 
back to work in the shortest period 


“impson 


of time. many services had to be 


brought into the picture. 1. ade 


re 


injured parts 


dancing in wheel chairs 


quate first aid following the in 
jury, 2. initial medical care fol 
lowing the injury, 3, the insurance 
1, The Division of Vo 
Vow a 
tional Guidance and ‘Testing. 
6, Physical Medicine and Rehabili 
tation Services at the Woodrow 
Wilson Rehabilitation Center 


perhaps — the 


{ OMlpany ° 


cational Rehabilitation, 5, 


and 
most important a 
man with a good, stout heart 

The story of Bill Simpson has 
been repeated many times. [ can 
report to you the findings of the 
Division of Vocational Rehabilita 
tion of the State of Virginia, the 
Liberty Mutual Insurance Com 
pany, The Mutual 


Liability Insurance Company and 


American 


many other sources regarding the 
effectiveness of Rehabilitation pro 
gramming in reducing man hours 
lust. Statistics from the 


agencies are only an enlargement 


Various 


from the single case you have 


already seen. Perhaps many of 
you already know that the Liberty 
Mutual 


thought that rehabilitation was of 


To pace 218 
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Accident Prevention 


Among the Brass 


By JAMES W. CARPENTER 


The when, why and who of safety as observed 


by an executive who has been through the mill 


" surchase a 


s 1927 our COMPA acquired As he told it later. he walked 

| | into MeDonald’s office, explained 
his mission and asked to be shown 
McDonald took him 


through the building, came to a 


group of gas 
companies in Nassau County. Long 
Island. MeDonald 
properties. Our gas operating mat 


elec ted 


known as the iround. 


room and said “This is) vour 


oflice.’ 
When they walked in. our man 


ager was duly Vice-presi 


dent of these companies and was 
George Mi 
charac of 


directed to go to 
Donald’s ofice to take 


the operations 


aver caught sight of a young daz 
Mi Donald explaine d 
Ourchap 


zling blond 
This is vour secretary.” 
Tames W. Carvester is) Viee-Pre led her out to his car 
dent, Long Island Lighting ¢ and drove to his home. He in 


eok hi irticle ha boevers 
aa cs Id f | vited her in. called his wife d 
tdaptes om an veleire in re ttre 


Mwenty-third Annual Safety Convention 
New York Safety ¢ 


vreeted het 
to the living room, prornnite A te the 
Take ii ok 


(oreater blond and exclaimed 


Whenever we had an inspecting party 
joing down from New York we phoned 
turned 
e boys loose with paint brushes. When 
reached they 


structure that looked really smart 


them and the manager 


warn 


party the gas works 


iw 4 


I didnt hire her. She came 
with the job 


Phat’s the when of accident pre 


it ter 


vention for executives 
id workers 
ins 


In 1922 | was hooked up with 


supe rv isor- 


hefore trouble he 


t national holding company group 
of utility properties. One of the 
units was Wilmington. N.( 
other 


. Where 
had the 


works was 


among things we 
gas business. The gas 
in early Carolina colonial type of 
bene h 


t pre historic brick build 


operation with a coal gas 
housed in 
ing that Cornwallis slept in when 
he was chased through that coun 
try in Revolutionary times. Fortu 
nately the brick walls had 
deep red but the 
looked 


heen 
painted wood 


trim usually pretty 

wretched 

We had a smart gas 
the Nace and 


if Inspecting 


thin Tun 
w here ver we 


party of 


National Safety News, October, 1953 





bankers, 
prospects traveling 
New York to look over 


tior we 


neers holders or 


security 
down from 
the 
hone 
Phe 
turned se 
ifternoon with 
paint brushes Next morning 


situa- 
Wil- 
gas 
that 
the 
“ hen 
wort ks 
that 


used to teler 
warn the 
the boys k 


and 


otor to 
mal 
ever 
reached the is 


the party 


they saw quite a ructure 
oked mighty irl 
[hats one time for 


work at 


utility. ex 


ecutives to cident pre 


vention creating ten 


porary 


unpaign tor more satety or guess 


recident happy and 


ings 
to do somethis in ad 
doesn t work 
nstant. 


Satety 


Safety first ts 


work Isa Bre wiway. hig 


roduction. It: he de 
d. written. rehe pra 
eviewed ina ved, It 


kept runnis publicity 


criticism. frequent revi 


onstant performance and 
iudiences. 

doesn't) be 
to this 
of his 


es to bring 


executive who 
irns the 
<its among the familys 


alternative 
plovees ind tr 


‘ measure of surcease 


rTraow when hye 
irt that too 
safety book | 
<till one more 

He finds the 


world is the 
d of 


knows deep 
too late 


his he hittl 
with the 
vietin 

hottest seat 
beside the hospi- 
a faithful emplovec 


friend 


in the 
one 
and 
y tanvee Who peers 
<ardonic silet through 
Wrappings that shi ld 

ind 


witness to the 


hadly b 


ther 


irned fae body: an- 
that 


ean 


rule 
need no rehearsal 


entless as 

fore 
old 

on earth 


ina ire ix I 
nustached 


bait 


thre 


waist 
lack of 


ole ets prep iredness, 


erccortian iT 


interest that ne 
il d 


train perpetual promotion 
really 
before 
ance fore initial 


If the executive 
satety ecord 


Is to 
that 
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full 
must be ready and willing to con- 
tribute of his time 


brings him satisfaction he 
on) 


and his com- 
money to 
youth with the 
looking before 


must be developed as 


indoctrinating 
habit of 
Safety 


closely as 


pany’s 
inherent 


leaping. 


possible to the natural practices of 
eating. sleeping or walking. 

Out of my 
the 


who each lost a leg because 


bovhood still comes 
memory of three of my chums 
they 
had never been taught the pe nalty 
One 
a great pole vaulter. 
perfect 
climber in 
but 


no compensation 


of carelessness. of them was 
high jumper 
and a monkey as a rope 


high school track 


ace omplishments 


our 
meets such 


offer 


vere 


against se 
physical handicap and early 
death. 

The LOL4 T 


Was working asa jack of-all-trades 


uhy of safety In 


mechanic in an- electric 
plant. 


of turning down 


power 
Somebody set me to the job 
a commutator on 
a small motor driven exciter. | 
was told the depth of the 
cut. the sharpness of the tool and 


such things but no one 


about 


mentioned 
copper shavings and there weren't 
safety late after 

that my eyes 
began to 


glasses. By 
day one of 
itch, then 
finally feel mighty. 
fortable. 

When | reached hone 


ents inspected the eve 


any 
noon 
scratch and 


mighty uncom 


my par 
but could 
Then they thought of 
e spec ialist who lived around 
the I chased 
home. he looked me over 
“let's take the trolley down to my 
oflice.” When we reached there he 
put the spotlight on my face, shot 
2 per inte 
the eve into the eve 
ball with a 
When he 


he had a 


nothing. 
the ey 


corner, across to his 


cent cocaine solution 
and then dug 
space and shovel. 


backed out of the 
fine 


tunnel 
copper shaving. He 


swabbed out the eve. gave me some 


lotion. and in answer to my ques 
tion about what T owed him. an 
that'll be 
minutes 
that 
what I for 
of work that 
worth a 


two dollars.” 
for the 
two dollars 
the full 
day Yet 


tithes 


swered a 
Thirty 
but 


whole 
job 


Was 


got ten hours 


the eve 
that 


Was million 


charge 


COVER Thos, 


<r Dance 
,) 
\@ NP ‘ Ni 
on lar yd 
C Sa — \“ 


Ao, P 
0 4) 


age 1) 


wrat® WRONG tl 
1 INSPECTED Trt 
LADOER THOROUGHLY rv 


That's the why of prevention 


the cost in cash and human suffer 
ny Poday 


faced with the 


every executive Is 
endless escalator of 
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I. Who gets the greatest bene- 


wmode §6Pees on ition for 


The Award Plan For Recogni: 
Ing Good Industrial Safety Ree | 
ords, which has been in operation é ood Re * “| N 
for the last two years, has provided JI ¢ Ol s 
the most clear-cut and objective 


basis yet used for doing two things 


A report on the second year of the National 


l. Recognizing rood ifetv perform . . ene e 
al all ; . Safety Council’s Industrial Award Plan 


ance. 
2. Withholding recognitior 
safety performance has been | 


ocre, little hetter than average, 0 By NORMAN MOZLEY 


proved only within the range of char 


improvement 


Both points are Important 
Award applicants frequently state recognition of a truly noteworthy should establish the possibility of 
that the granting of a Council — performance. winning an award as a goal to 
award would provide avery strong However. an award can also be be achieved. Failure to reach the 
stimulus to safety-mindedness of in incentive before it is earned goal should be a strong incentive 
employees and, thereby. to safe or even if it is not earned. Those to do better in the future——-more 
operation, There is no question plants Which do not earn awards of an incentive than a too-easily 
that this is true where it involves they constitute the majority won award would be. 

It could be said that the plants 
which “get the most out of” the 
Award Plan are those which de 
serve awards, and which would 
net get them under previously 
used evaluation systems. — and 
which do get them under the com 
prehensive system employed by 
the Award Plan. An added fea 
ure is that the safety people in 
these plants do not have to defend 
any precise system of record 
evaluation to their managements 
by explaining how they failed to 
vet an award when some. other 
plant-—with less accomplishment 
did get one. Some examples of 


how this happens in the Sectional 








Contests are given later in’ this 





article. 

But in a broader sense. the real 
beneficiary of the Award Plan 
(winner or not) is the plant which 
squeezes the vreatest possible 
satety-incentive. employee rela 
tions, and public relations values 
out of the struggle to create an 
award-winnin record, and also 
if it does win an award-—-out of 
the award itself. By bestowing its 
Award of Honor only where per- 


formance has been truly outstand 


Window display of the Award of Honor to New Orleans Public Service Inc NorMAan Mo 
Suspended by invisible wires, the plaque was surrounded by a gold frame against ian. Statisti 
a background of black velvet tv Council 
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Couneil assures the plant 
stages | borate presen- 
ceremony that the glitter of 

weasion will not be tarnished 
by the presentation of any less- 
deserved Award of Honor to an- 
other plant. All suel iwards are 
well-deserved. 

While the requirements for the 
(ward of Merit are less stringent. 
they are high, and they are al- 
ways met if an award is given. 
The lesser awards are for lesser 
1ccon plishment, but they too are 
lor positive and commendable ace- 
complishment— not tor loopholes 
in the rules or for eloquence on 
the award application 

Phe illustrations and the cap 
tions which accompany them re- 


veal the extent to which many 


members benefit by their awards. The most publicized safety award in history. Advertisements of the Bell Telephone 


Space limitations prohibit the pub- System in national magazines with circulations totalling many millions and all the 


lication of all pictures and en 


telephone companies’ publications featured the presentation of the Council's 
Award of Honor to Cleo F. Craig, president of American Telephone and Telegraph 


thusiastic reports of pro eedings Company, by Ned H. Dearborn, president of the National Safety Council 


which have been sent to the Coun 

cil with the idea that they might 

nake interesting articles. Some of — centives and the like — also human 

hem. individually, are longer than — interest angles, employee and pub 

1 magazine article should be. lic relationships, unusual circum 
No definite rules can be laid — stances surrounding the presenta 

down regarding the newsworthi- tion. 

ness of award stories and pi \s for pretures, publication 

tures However. the editors look often depends on the presence of 

favorably on stories that tell how = some person of more than local 


thre iv ird was Wor program. mm Prominence in the preaup unusual 


to displaying the plaque in a prominent location, many winners of the 

p award also keep a pennant flying over the property. Winner of this 

1s the Commonwealth of Pennsylvania Department of Highways. A star is 
added for each subsequent award 
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or interesting poses, or a pictur 
esque setting. 

Perhaps the following three fis 
tittous excerpts, written in’ the 
manner of kidney-medicine testi 
monials, will serve to convey the 
general spirit of the plants which 
have made the most of their 
awards. W. G. J. (New York) 
writes: “Thank you for giving 
national recognition to the greatly 
improved safety record we had 
last year in our plant at Bide-a 
Wee-on-the-Hudson. We made 
mayor community news events out 
of the award, out of its presenta 
tion, and out of our safe plant 
| miployees at’ Bide-a-Wee were 
pleased with the award and have 
a united determination to win an 
other one next year. This won't 
hurt our compensation premiums 
any. 

B. MeDill (Montana) writes: 
“You people are doing a wonder 
ful work. Since receiving award 
plaque, | feel better than | have 
ever felt ino my life. Everybody 
likes me,” 

C. F. A. (Michigan) writes 
“Award of Merit presentation was 
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Joe O'Neill, of O'Neill 
and president of the 


owner 
Retail 


illinois 


sets a good example by 


managing director of the Assoc 


Hardware 


signing the 


iation is at 


Joe Holman signs 


pledge of 


cooperation with Pennsylvania 


Farm Equipment Dealers’ Association safety program for his 


firm, Holman and Engle 


Bob Hartford 


Lake Forest, Ill., 


Hardware Association 


pledge Bill Ewert 


left 


of Phoenixville, Pa 


the association 


Looking on is 


secretary of 


Sioned Up For Safety 


> 


By THOMAS H. ALLEN 


Throug eir state associations, hardware and farm implement dealers 
Phrough their stat t hard if l t deal 


are being enrolled 


the re 


SAFETY PROGRAM for 
tail 


farm 


A 


retail 
channeled through the individual 


hardware dealer 


equipment dealer. 


dealer’s own association, has bee n 
Mutuals 


and 


developed by Hardware 
for 
ployees of many so-called smaller 
Poli yholders 


a personalized 


owners, operators, em 


businesses. have 
long been offered 
service in the prevention of acci 
dents and fires which features per 
sonal visits by loss prevention 
engineers and the use of various 
materials slanted at the particular 
safety problem involved 


like 


carriers, we have found that many 


However, other insurance 


Pnos. H. ALLEN is Loss Pre 
cialist, Hardware Mutual Steve! 


Point, Wis 


ention Spe 


im an 


accident and _ fire 


smaller businesses, pring ipally 


those with fewer than 25 em 


ployees, often do not obtain the 
maximum efficiency from such a 
program. Those firms simply do 
not adopt and maintain the neces- 
sary continuing activities which 
are essential to obtain the greatest 
benefits. 
due to lack of 
funds, lack of 


times it’s something else. 


Sometimes this is 
lack of 
Other 


safety 
interest, 


manpower, 


It is not always feasible to make 
frequent enough personal visits to 
numerous smaller enterprises to 
measur©res., 


carry on needed safety 


Even valuable posters, signs, 
handout pieces and other accident 
and fire prevention literature often 
a total waste 


Carl N. Jacobs, president, re 


be cote 


ognized, as do many other indi 


prevention 


program 


viduals and organizations such as 
the National Safety Council, that 
there is for an 
dedicated 
reduce accidents and 


a prow ing need 


additional service 
cifically to 
fires in smaller 

Phat is the 


been developed and adopted to 


spe- 


businesses, 


service which has 


augment our existing loss preven- 


tion program, It makes available 


a service designed specifically for 
could not 


organizations which 


ordinarily develop a practical and 
continuing safety and fire preven 
without outside as- 


tion program 


sistance. To be practical. ma- 


terials must be “tailor made” for 
the 


must be in such form that they can 


specific industry group and 


be used without need for altera 


tion, 


Our own studies of how best to 
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the 
firrn which has only a few 


prealer ilely a reality 


Hierky 
leon Chie 
einployees agrees with findings of 
National Safet 


other interested organizations. The 


ihe Council and 
ost effective avenue for reae hing 


individual smaller 


Dbusimesses so 


that they actually apply proper 
safety and fire prevention measures 
to their individual 
their 
based 
fact that 


( onfidence 


Cope rations is 
trace 
the 


issoclations. 
Wwe | 
associations 
of then 


close contact with |e aders Or 


through 
This I> 
lishe d 


the 


on estab- 
have 
members, 
have 
member companies, are familiar 
with the proble ms and interests of 
the groups they represent. and are 
in the best to 


individual smaller busi 


position stimulate 


action by 
nesses 


Our safety program ts one which 


ihe 


HARDWARE 
STORE 


WE PLEDGE TO COOPERATE WITH THE 


ILLINOIS RETAIL HARDWARE ASSOCIATION SAFETY PROGRAM 


can be sponsored and administered 
by retail hardware and implement 
dealer trade associations at no cost 
for materials to either the associa- 
Nor is it 


necessary that insurance be carried 


tion or its members. 
by us. The program was presented 
to hardware and implement dealer 
association secretaries with a com- 
plete story of its mechanics and 
contents beginning in January. 
1953. It that 


through their cooperation the pro- 


was explained 


gram would: 


Help control and 
dents for 


Save 


eliminate 


their 


acel 
ind tire members 


money for smaller business 
by reducing wu 
Reduce 
resultant 


Prevent co 


urance costs 


employee turnover and 


training 


thy waste of manpower 


machine ind material 


ee 





© NEILL HARDWARE COMPANY 


. & prevemt accidents ar 
maim people he 


have 


pledged 


n 





r 
Vealers enr 


ng in the safety 


of cooperation with the state 
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retail 


proper safety 


are served! 


hazard nowed of 
ah mmed ute 


fn we 


will beomg 








program sign this 


hardware 


pledge 


association 


lo date, 27 hardware dealer and 
implement dealer associations have 
adopted the program: and are pro 
viding its services to over 2,000 
of their These 
members have more than 


Additional 


are pledging cooperation with the 


2 OOO 
1O.000 


members. 


employees. tie mbers 
safety program daily, and a num 
ber of other hardware and imple 
ment dealer associations are plan 
ning to adopt the plan seon as 
The out 


line which follows highlights how 


their association activity, 


Hardware Mutuals’ safety program 
for hardware and implement deal 
functions. 


er associations 


Promotional Materials 
fo assist the association secre 
the 


with his members, these 


tary in’ instituting program 


materials 
are supplied: 
1 Draft of 

issociation 

ly the 
letter 

the 


announcement letter to 


igned 
This 
objectives of 
the 


members to be 
association secretary 
the 
ind 


ivail alle 


t xplains 
ervice lo 


program 

he made through 
association 

’ Drafts of first 


up letters to be 


ond follow 
the asse 


and see 
used by 
elation seeretary if necessary 

advertisement for 


trace 


A suggested 

the 
publications to 
pation in the 

1. Pledge card to be 


use by association in 


promote parties 
program 
returned by the 


section member signifying bn 


acceptance of the program ind 


idvising the number of employer 


ind number of location 
fou 


bulletin 


As each 


basic 


loss prevention  puoste 


association enrolls, it 


receives initial materials 


such as: 


1A 


hhetpating 


to bee 


prostes 


notice 
member 
Cooperation i the 
signed in color and 
emblem of 
A bast 

partrorpating member 
ciheally for 


sential 


the associatio 


iletv manual for 
ritten spe 
the one 


fustryv, outlier 


inp ¢ 


feps to be taken and 
safe practices to be followed 
A directory of pertinent ilety at 
tilabole 
Program materials for distribu 
the 


pros ided 


fire prevention tia i 
secretary 


| at hi 


month's kit is devoted to a specifi 


tion by association 


ure monthly 


loss prevention subject) pertinent 


to the particular association, and 
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' YOvrwAY<St¥7 
SAFETY 
wir al - 


ON 


By WALTER 


DIS 


BOON 


ay 
a 
@ 


,PLAY 


Employees are impressed with the display of equipment used 


in training. 


NEWLY-HIRED employee in any 
large industry, particularly an 
oil refinery, is often overwhelmed 
by the extensive “checking-in” pro 
After taking aptitude tests, 
physical 


cedure. 
undergoing a complete 
examination, filling out various 
forms, 


ing various 


answering questions, hav- 


benefi ial plans ex- 


Watrer Boon is safety director, Sun 
Oil Company, Marcus Hook Refinery, 
Mar us Hook, I 


Accident experience has been improving, 


plained to him and meeting his 
foreman, he is certainly not in a 
receptive mood for more talk. 
The Safety Engineering Division 
of the Sun Oil Company’s Marcus 
Hook. Pa.. 
this fact and 
under the 
know the 
“sold” on safety by an indoctrina- 
lecture Hence, it fell 


upon them to supply a mental 


refinery is aware of 


as normal 


They 


accepts it 
circumstances. 
new man 


tion alone. 


stimulant to re-establish possible 


cannot be 


too 


Safety 
Equipment Panel (pictured) has 


flagging interest. The 


to a great extent supplied this 
stimulus. 

The indoctrinee, upon reporting 
to the Safety Divi- 


is shown a panel on whit h 


Engineering 
sion, 
is neatly arrayed a large number 
of intriguing objec ts——masks, gor 


odd-appe 


footwear of unusual mate 


gles, inhalators, aring 
gloves: 
brilliant-hued 


shields, 


rial and = design, 


blinker lights. face 


color 
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<-- 


The safety equipment exhibit at Sun Oil 
Company's Marcus Hook Refinery sup- 
talks to 
Several hundred items 
are featured in the display at the Safety 
Engineering Division offices 


plements safety indoctrination 


new employees. 


ful danger and caution signs, gas 
testing equipment: humorous but 
effective posters, and many other 
protective items the likes of which 
many of the new employees never 


kre WwW 


this display revives interest. 


The initial view of 
But 


it ace omplishes 


existed. 
more tmportant, 
several other purposes 

The display panel serves as a 
visual supplement and support to 
It ties 
in with certain portions of the lee- 
each produces the effect. of 
con plementing the other and the 


the indoctrination lecture 


ture: 


result has been the production of 


a sharper impact upon the new 


employee. creating in him at this 
Important pe riod an awareness of 
may have 
lightly or not at all. 


Perh ips the 


several factors which he 
ee nsick red 
indoctrinee may 
have a vague conception that an 
oil refinery has a number of haz- 
ards not common to other indus 
\ glance at the 
to sharply focus his thoughts in 
the 
serves to alleviate any 
build-up of fear that he might be 
entering upon a too-hazardous oc- 
To further 
a build-up. he is informed by the 
that the 


severity rates of the yn troleum in- 


tries panel tends 


the proper channel and at 


same time 


cupation, reduce such 


lecturer frequency and 
dustry approximate the average on 
the chart of safety 


industries, 


records of 
mayor 
During the 


ture the following main points are 


indoctrination lee- 


covered 


Functions of 


vision 


the iletv. engineer 


ok towards 


1 proce dures 


ination of display items 


Functions of Division 
The new employee is informed 
that the Sun Oil Companvy’s Safety 
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Engineering Division is a service 


division available 24 hours a day 
to aid employees in problems per- 
taining to safety. He is urged to 
feel free to call on the department 
at any hour to discuss the removal 
of hazardous conditions or to 
secure any of the specialized items 
he has seen. He is also informed 
that the Safety Engineering Divi- 
sion is constantly experimenting 
and researching to provide the 
finest devices obtainable and that 
many of the items on display were 
developed by the « ompany’s Safety 
Engineering Division and are now 


in use throughout industry. 


Management's Outlook 

This portion of the talk is de- 
voted to management's intense in- 
terest in safety and the sparing of 
no expense to provide the finest of 
safety 
clothing to enable its employees to 
work safely, yet comfortably. Here 
the panel provides proof to the in- 
that this 

about 


equipment and protective 


doctrinee company not 
talks safety, but it 
actually spends money to provide 


only 


equipment to help accomplish it. 
Normal reaction is that if a com- 
pany is so willing to provide these 
items to protect the worker, he in 
turn, to protect himself, should use 
them when occasion warrants their 
use, 

In this 
the indoctrinee is 


lecture. 
that 


his degree of safety consciousness 


section of the 
informed 


and practices determines in’ no 
small measure the extent to which 
the company progresses and like- 
wise involves his own progress and 
security. Here parti ular stress is 


placed on working practices. Var- 


ious permits displayed on the panel 


are explained, These include: 
1. Chemical work permit, whieh des 


ignates the type of apparel neces 


sary for a particular job on equip 
chemicals 


ment contaminated by 


2. Permits to enter and to open 
equipment 

$) Exeavating permits 

1. Fire permits 


Explanation of these various 


permits reveals to the new em- 
ployee the coordination existing 
between departments to insure 


safety on a job. \ sample Acci 


dent Report is also displayed and 
the new man is urged to report 
all injuries promptly. Also dis- 
played is a Field Safety Ticket, 
issued by Safety Engineering pet 
sonnel for violations of safety reg- 
ulations. The indoctrinee is plainly 
informed that by means of these 
Field Safety Tickets, non-conform 
safety 
ported. References to Various post 


ers to regulations are re 
ers on horseplay, improper apparel, 
disregarding of danger areas and 
other unsafe practices, powerfully 
illustrate this point. 


Explanation of Items 
The new employee is then briefed 
on spec ifte display items designed 
to afford maximum protection to 
face. shoulders. 
trunk, 
items ex 


his head, eves, 


respiratory system, limbs 


hands and feet. Some 
plained will protect a combination 
of the above against several types 
of hazards. Prominent 


these protective items are: skull 


u 
among 


guards to prevent head injuries, 
various types of goggles to prevent 
eye injuries due to flying or air 
borne particles such as common 
dust or flying objects, and a vari 
ety of face shields to 
against possible chemical splashes. 


protect 


Some shields are hooded to afford 
Addi 


tional face protection is provided 


complete head protection. 


by specially developed creams. 
Devices for respiratory protes 
tion on display include a number 
of masks, each designed to serve 
under specifie conditions and cit 
cumstances. These range from the 
simple filter 
through chemical cartridge 


mechanical type. 
and 
canister types to air line respira 
tors. The latter operate by three 
different methods; one is supplied 
through the plant air system, an 
other received air through an elec 
trically-powered blower apparatus, 
and the third is manually operated 

Other items shown are protec 
tive sleeves and knee pads to pro 
vide limb protection: a variety of 
gloves to safeguard hands against 
abrasion, hydro-carbons, chemi 
heat shock; 
safety shoes, hard-toe rubber boots 
and “booties” to afford foot pro 
To page 220 


cals, and electric 





What to do 


and what 


VOT to do 





Aid and Emergency Care of 


{YK INJURIES 


HEDWIG S. KUHN, M.D. 


NDI STRY Is becoming decen This 


material may serve as a me no 2 per cent butlered solu 
tralized. so nurses. safety di 


’ liar { ution ils ont I nate 
guide for all personnel handling ia 
rectors and even lay supervisors py, injuries in industry. It does ye eS ee 
need to be better informed on what iat al colar. superce oY specific 
constitutes proper first) aid and () ¥ sulymid solution 
I I Instructions set up by the medica 1 soluti 
emergency care for eye myuries 
director or consultants. [t assumes 
Nurses, where possible, should 


ip as needed 


| product 
quate training rile medic glasses plenty 


that attendants have received ade 
insist on getting Standing Orders 


from the ophthalmologist to whom ins 
they refer eye injuries from the 

plant. If there is a full time medi ae A 
cal dineeter. these Standing Orders Phe following supplies are re Care of Specifie Injuries 


! 
should be requested through him ommended for the eye tray in th 1. Technique of removal of for- 


Phe Dispensary Eye Tray 


is applying specifically to eye plant dispensary eten bodies by nurse and layman 
i ‘ y i 
care | Pake and record: 


\ ! vith and without correctio 
The information presented here OTUTION Oo » pra Pottte til 


inv medication 
was worked out locally many vears < impossible before, take 
ago and revised according to sub ifter eye is anesthetized 


sequent experience. It has been aia. vs check vis before patient 


fisel ed 
made available generally through oplastic bandages 4 ‘ es 


i i 2. Anesthetize ocal % ~~. the 
National Safety Council. National ihorato ' e bar fa nesthetiz I il anestheti 
Society for the Prevention of Blind Be es nee . of chore 
ness, nursing publications. and 


other interested groups 
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Have cood light agnifica 


| possible 
bor 
with 


removal tint 


applic ator 
Never 


\ superficial 


cottor Onis 
instrument 
he irri 


a slight ame 


sulyvmid omtmer 


Close eve with pate h for half 


r more. dep nding on judg 


end of work day 
ete 
Arrange for 


24 hours for follow-up. 
| 


( ondition 


patie nt to re 


Show hy sfain 


of ated 


{/ rasion 
not centrally 


| lose eye -odium suly 


keep 


it spected in 2) hours. 


send to M. D. 


with 


mid omtment and closed 


until 


If still stains. 


lo prepare eye imnygury 


V.D 


r sendu lo 


| Always use care ind gentle 


ness When injured 


Inspecting an 
olobve 
be evulsed during 


Ver press on con 


a severely injured 
. , 
kB 

ipplicator. 

ind 


omtment or 


rable to 
with cotton 
ply put patch on send to 


doctor without using 


further medication or handling. 
>. Put patch on other types of 
\¢ red and 


thout 


miyury t keep eve ‘ 


to doctor u ont. 


send case 


ent of other med iltor 


Eve 


| 
Lr iden ular 


Injurte § 


ere 


foreign body. 


ee reports 
I B. Send 
vhether 
ont of 
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Lacerations 
1. Lids Best 
ogist This is 


ty 


done by ophthalmol 


really plastic sur 


lids 


contractures | gurements 


loo many hastily ad-uy 
ead to 


ind damage suits 


Sclera sutur 


is needed to avoid choroditi- 


Special Ly pre 
ing 
or herniation. Always send to eve 
doc tor. 

L. Perforations. 


1 OF 
sults in 
(lose 


(through cornea) re 


flat 


cornea 
interior chamber 
with eve patch no medica 
tion 

doctor at once 


bh. Send to eve prefer 


ably as a stretcher case 


Iris 


medication 


prolapse very serious, 


1. Close with eve | itch and send te 
eve doctor 


Bulbar 


fibers of 


may rupture ifts 


Phese 


contusions 


dislocate lens require 


immediate care 


welding ). 
Don't 


slip solution into very 


V. “Flash” (Ultra violet, 
1. Anesthetize carefully. 
force lids: 
corner of eye until spasm relaxes. 
then complete. 
2. Inspect very carefully to be 
sure no PF. B. is present, 


. Follow with 


anesthetization 
we ¢ oOmpresses, 

tL. Warn patient not to rub eves 
when he leaves dispensary 

>. Dispense Holo aine and 
adrenalin ointment for use at night 
only. 

6. Be 
hours. 


7. A delayed “flash 


sure to see 24 


may occur 


after employee reaches home. In 


a plant where welders are working 
it may be advisable to dispense to 
each welder for 
with careful instructions: 


medication home 


i Small bottle idrenalit ind hole 


caine solution 
Lule 
ment 
Warning to report to first 
day 


Prevention through training and 


1 holocain 


adrenalir i! 


vid next 


protective equipment is best. 


Vi Don ts. 
Don't 
treatment at plant. 
Don't use antibiotics in plant 


allow 


dispensaries, 


promise uous eye 


Don't use yellow oxide; it is ir- 
ritating except to lid margins. 

Don't use argyrol. It covers the 
trouble and gives a false sense of 
security. 

Dont use the obsolete eve cup 
If needed use external hot or cold 
COTIpPresses, 

Dont use homatropine 

Ne Ver Use cocaine 

Never use 

Don't 
burn cases 
It ties the hands of the eve 


atropine 


use ointments in ocular 
chemical. 


doc tor 


thermal or 


receiving the case. Instead, close 


eye gently with sterile dressing 


and send to eve doctor. 

Don't forget to look at cornea 
when an for 
flash. He may have F. B. or bac 


terial infection, especially if he re 


employee reports 


ports one-eyed flash. 
Dont talk 
tails of 
patient, 
Don't make prognosis. 


VII. 


1. Techniques 


exact de 
the 


the 
front of 


about 


the case in 


Chemical Eye Injuries 


where employee is working. 


1. Immediate inrigation is most mm 
portant 

Assistance by fellow employee may 
hecause of pain and 


be necessary 


ism oof lids 
Lx 
low bowl, rubber 
in bucket of 


pets water 


fountain, shal 
put head 


of eveew ishing 
hese ar 
water inything that 


really into the eye 


hve 
of the lids is 


must be forced open as spasm 


always present 


Irrigate fully and copiously 
Then take 
puickly 
At first-aid station. 
quickly and 
ind quickly with 
115 


emploves to first aid 


Anesthetize carefully 


Irripate copiously 


iline solution min 


clock 


plaste r, or 


normal 
utes by the 


If conerete olid chem 


ical material has been involved 


search for particles under lid and 
with saline solu 


remove wrefully 


tion 


Put poate hoor 


Use no medication in eye Cuntess 
instructed by eye con 


Send 


pecitve ally 


sultant to whom case goes) 


to eye consultant at once 
}. Anhydrides and Detergents 
These require special attention. 
They damage the eye not by form 
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Low Voltage — High Hazard 


By HERBERT HEINRICH 


Understanding the nature of electric current and the factors 


that determine severity of shock are helpful in avoiding injury 


NDUSTRY 


ards of high voltages and men 


recognizes the haz 


who work with it are highly 


trained before they are permitted 
to work around high tension areas 
Such is not the case with regard 
to low-voltage circuits. Consider 
accom 


Such 


able education has to be 

plished along these lines. 
circuits are used in every home, 
shop and factory and, as a result, 
the uninitiated have daily contact 
appliances, con 
There 


are a few important things every 


with electrical 


ductors, fittings and tools. 
one working in the vicinity of 
electrical equipment should under 
stand for his own protection and 
the protection of others, 

Every year more than 700 pet 
sons are electrocuted in accidents 
involving voltages of less than 750 
volts. Some of these fatalities and 
many painful shocks occur on 110 
volts. Unfortunately, it is not gen 
that 


\ oltage” cu 


erally apprec iated contact 
with so-called “low 
cuits, below 750 volts, can produc e 
fatal electric shock. 
peatedly receiving accidental 
shocks that are not fatai draw th 
false that they 
have been shocked without being 
killed, no one else could receive 
a shock that fatal 


Their mistake is voltage itself is 


Persons re 


conclusion since 


could prove 


not the measure of electric dosage 


whic hi de ter 


through the body 
of the shock 


determine the 


mines severity 
Three factors 
severity: 


1. Actual quantity of 
through the body 


Hernert Heine 
tem Operation Depart 
Hawaiian Electric ¢ 
olulu, Hawaii 


2. Path of current through the body 
3. Duration of 
body 


time current flows 


through the 


These factors are highly variable 


even where voltage itself is con- 
stant. 

The path of current through the 
body depends upon points of con- 
tact. 
through one hand with the shock 

out of the body 
However, cases of 


Shocks are usually received 


current passing 
thru the feet. 

fatality are on record where path 
of the current included the head, 
chest and then out thru the hands 
feet. 
when the chest, which contains the 


and Most damage is done 


vital included in the 
path. 

Duration of 
tant. It depends on whether a man 


organs, 1s 


contact is impor 
grasps a charged part and cannot 
let go because the current causes 


a severe muscular spasm beyond 
his control. 

The most important variable is 
current itself. Current (or amper- 


age) is not entirely dependent on 


TABLE |. 


voltage but depends also on re- 
shock circuit 
through the body, including both 


sistance of the 


body contacts. 

Body 
measured and varies from 100.000 
1.000 ohms or 


resistance can be easily 


ohms to less de- 
pending on contact surfaces. These 
may be small or large areas; dry 
skin or wet; loose contact or tight. 

Phe epidermis (outer skin) con 
blood 


therefore, is a 


tains no vessels or nerves 


and, fairly good 
insulator when dry. For example, 
value of 


it has a dry insulation 


15,000 ohms per square inch as 
compared to a wet value of 150 
ohms. The derma (inner skin) is 
rich in blood capillaries and nerves 
insulator, like the 
The skin. when 


charged, acts as a condenser with 


and is a 
rest of the body. 


poor 


dielectric, having a powet 


10,000 eveles. Un 


a poor 
factor of .1 at 
der certain circumstances only a 
fraction of an ampere is required 


to kill. 
Applied to these three factors of 


Current Values and Probable Results 





Contact and 


Circuit Voltage 





Body 


Resistance 100 Volts 


1000 Volts 10000 Volts 





200-100 MA 
Death 
Slight Burns 


500-1000 Ohms 


20-10 Amp 


Survival possible 


2-1 Amp 
Death likely 


Marked burns Severe burns 





20 MA 
Painful shock 
No injury 


5000 Ohms 


200 MA 
Death 
Probable burns 


2 Amp 
Death likely 


Severe burns 





2 MA 


50000 Ohms Scarcely felt 


200 MA 
Death 
Burns probably 


20 MA 
Painful shock 
No injury 

slight 





* Death is to be anti ipated, esper ially 


shock is critical phase ol 


heart cycle or is of a duration longer than full heart « 
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TABLE |! 


urrent Values (MA) Effects 


naibition 


block 


itory 





electrical shock, Ohm's law states: 
Current 
\ oltage 
by Resistance of 
tacts 
Where the body is well grounded 


through water or dampness, body 


Through Body equals 
Applied to Body divided 


Body and Con- 


resistance is lowered and danger 
of a serious shock current is great. 
For example, it has been deter- 
mined that a man cannot tolerate 
the pain resulting from holding 
on to more than 11 volts and con- 
tact with a circuit of 20 volts, or 
greater, will kill. 

Current the 
lower trunk from leg to leg, unless 


passing through 
of a large magnitude and duration 
of time, will not cause too much 
difheulty. Contact 
are the results of such exposures. 


burns usually 
However, large amounts of cur- 
rent passing through any part of 
the hody 


and hemorrhages. Small amounts 


will cause severe burns 
measured in) milli 
death if the 


chest. 


ot current, 
imperes can cause 
current path 


When this occurs, several things 


includes the 


happen, including: 


rary paralysis of nerves con 


ration, result ng in respira 


which may ist for a 


period after irrent is 


(Cessatior ‘ natural 


iv not produce erious after 
Artificial 
sary vertilatior 

re-established 


respiration can pro 


until natural 


ntaneous 
result of 
contacts 

flutter 


causing nst 
Is the serious 
from low voltage 
is unsynchronized 
the heart, resulting in cessation 


Phis 


require 


irculation serious be 


tissue cells oxvgen 
the supply of 


ut off for more 


oxygen to 


than a few 
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minutes, serious permanent Injury can 


Doctors find it difficult to stop 
start the 


result 
fibrillation and 
normally. 


heart beating 


Comparatively large currents 
caused by higher voltages will re- 
sult in a violent contraction of 
chest and heart muscles which will 
effect a vise-like grip on 
muscles and fibrillation is pre 
vented. It is the 


muscles to relax upon removal of 


these 
possible for 


the current and artificial respira 
tion will serve to a good purpose. 
This explanation shows why more 
high-voltage shock cases have been 
resuscitated as compared with low- 
voltage victims. 

The accompanying tables illus- 
trate the effects of brief 
with 60 cycle alternating current. 

All shock 


artificial respiration applied im- 


contact 


victims should have 


mediately and continued until the 


victim recovers or rigor mortis sets 


in. 

The problem of prevention of 
low voltage electric shock is, in 
principle, a simple one. It means 


hasically: 


1. Keeping clear of contact, in any 
way, with a grounded surface when 
handling electrical ippliances or 

connections 

Ground any external metal 


of portable 


electrical 


parts 
tools or stationary 


equipment 


all cases of fatal or 
shock. 


w“ hen 


In almost 


serious electric there has 


heen such a contact hands 

















TABLE II! 
RANGE OF CURRENTS (100 MA) 


Producing Heart Fibrillation 
(Shocks of Short Duration) 


Fair probability 


Good probability 


Very dangerous 
Excellent: probability 





Therefore, education 


along these lines will help: 


were wet. 


1. Do not 
trical appliances in bathrooms or 


handle ungrounded ele« 


near water faucets at sinks in 


laundries, ete. when hands are wet 


Do not use ungrounded § electric 


drills or 


wet cellars, 


other portable tools in 


garages, shops, et 


Do not use Improper extension 
lights in boilers or tanks 
Do not 


repairs 


attempt adjustments or 


without de-energizing the 


ecircun 


People should be taught to dis 
pense with fraved appliance cords, 
faulty caps, plugs and 
Any of faults 


ares, sparks, or shocks should be 


fixtures 
evidence such as 
ample reason for removing such 
appliances or tools from service 
until causes can be detected and 
removed by competent: personnel 
Frequent checks on wiring and 
protective devices should be made 
to prevent fires and shocks. Proper 
fuses or other protective devices 
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“Don't hold supper me, dear. 


Something unexpected turned up 

















ipa elevator industry, which 
makes possible today’s breath 
taking skyscraper 


buildings, Was 


born just a century when 
Elisha Otis invented the first suc 
brakes for 
transportation equipment 

This lifts 
millions of persons and tons of 
had its 
cious beginning in a tiny workshop 
on the banks of New York’s Hud 
River. Although people had 


heen building hoists for centurie- 


ago, 


cessful safety vertical 


industry which now 


materials daily, inauspi 


son 


all previous models had one seri 
ous fauli in common. They would 
drop like a stone, if the lifting 
cable snapped. Otis was the first 
to equip a hoist with an automatic 
safety device which prevented the 
car from falling, should the cable 
ive way. 

Bee ause sales orders were 
their absence. Mr 


Con 


spieuous by 


Group-supervised, intensive service ele 
With elec 


vators, without attendants 


tronic equipment, evators 

are completely automatic and safe. This 

elevator was installed in the Atlantic 

Refining Company building in Dallas 
Texas, in 1950 


self-service e 


PE RR, IEE GTS TOM 


The Otis Steam 
elevator of 1876 
had half a dozen 
new safety devices 
It cost as much 

as $15,000. Red 
plush seats added 


a luxurious touch 


Otis prepared to join in the gold 
rush to California. His plans were 
iltered by an unsolicited order for 
two of his “safety 
New York City. On 
September 20, 1853, Elisha Otis 
opened his own shop to fulfill his 
first thus 
the elevator industry. 


installation of 


hoisters” in 


contract, and founded 


7 


The Elevator’s 
Century of 
Progress 


Phe sales winds remained calm, 
so in May of 1851 Otis arranged 
to demonstrate his safety device at 
the Crystal Palace 
York. To prove his faith in 
the invention. Otis 


exposition in 
\ 

yew 
rode one of 
these hoists to the ceiling and then 
This startled 
still 


there was no great onrush of sales. 


ordered thre revpoe cut. 


many of the spectators, but 


During 1856. only 27. elevators 
were sold. 

look up. in 
installed = the 
world’s first: passenger elevator in 
a New York store. By 1868 Otis 


had perfected a 


began to 
Otis 


Phings 


1857 when 


steam passenger 


elevator with an elaborate car and 


half 
dition to the 


a dozen safety devices in ad 


original invention 
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and control devices. This elec 


UNION ELEVATOR WORKS tronic system automatically read 


- justs itself when traffic surges 
a £99 <u 


change the normal operation, ot 


General MMiachinery Depot, | when cars are taken out of service 


Passenger waiting time is) auto 
iT FRANKLIN STREET, NEW YORK, 


matically measured to prevent 
AECOPD BLOCK WEST FROM THE INTERNATIONAL HOTEL AND TAYLORS BROADWAY S4LOONS 


overlong wells for service 
OTIS, Propricto r. Steps are now being taken to 
PURES 0S CURE aneteF,) eliminate the human element in 


Siaiatiae | elevator operation, Self-service 


Kreps consant!, on hood, or will furnielh to ore 


OTIS IMPROVED PLATFORM ELEVATORS | “testers ate mow ical Ge. 
FOR STEAM, WATER, HAND, OR OT-IER POWER, eration of these completely auto 


(Paves? aPriien rom.) 


atic elevators is reported to be 
®0O CONSTRUCTED, THAT IF THE ROPE BREAKS. matt | itor re} 


THE PLATFORM CANNOT FALL as safe and convenient as ele 


© for Mills, Factories, Warehouses, Hotels, Heoxpita : tronie equipment and modern engi 


Bakeries, Pronting Offices Book Binderies, § rhe e 
nore, era ee Winderien, Sagert aii neering can make them. 





THE SAFEST AND BEST MACHINES IN Us 
neluding lifting power, platiorm, guide timbers, eaf-1 


chain, rope. &e., put uy tuplete running order. ‘ rated wooden platform lo the 
net over five stores in height 


From oa creaky. manually-op 


atiboniatye safe electronic marvel 


No 1. lifting 500 Ibe ~0 
; pace ged of today that) ts” the progress 
} ‘ inno . ie ? 
‘ a . su chalked up by the elevator indus 
4000) ‘ . ° OM 
‘ ‘ wun of ° ° 50 








try in the past century 
Will aleo furnish at short notice, Anga Exava-ons platforms 
dummies,” superior hand Hoiwt Wheels, dee. Al Stearn Lngu w 
Boilers, from two horwe to one bundred borse power shafling and pullirs 
with improved seifadasting hangers; iron turning lathes, planing, slotting Th ae . “gs ; 
s.'and drilling machines ; bolt cutters; Daniels’ planing machines. sewing and Award Safe ty Fellow ships 
aleneuning Machines, belts, coach screws, belts, lace leather Ax | | 
am Whale ef eat oh es sacbadiiaiides Winners of five fellowships at 
Applications i Dp ded t ‘ J 
pplication= by mail promptly attended X, “ ork | niversits s Center tor 
Hn Ga. OTIS, 
(Remecener to Wilmoth Ombivy | 
117 FRANKLIN ST, nounced by Dro Herbert J. Stack 


Replancuon of ongreviag 07 the & page Corttemsas 04 |i dermemen 0 the oP page NEW YORK 


Safety Edueation have been an 


director of the Center 





. innate wad Harry Stevenson oof Angola 
This leaflet, printed in 1855, is the earliest known Otis adver N.Y. will receive the Sanford 
tisement. Even in those days safety was a strong sales argument Perkins Fellowship piven in hone 
of the former vice president of the 
Suddenly architects and) builders possible luster service with in esa resus > a 

ame rnest Schrot of Pennsylvania 
State Teachers College, Lock Hay 
en. Pa. is the ree Ipient of the 
G. B. Butterfield) Fellowship es 


tablished ino memory of the for 


eccame aware of the ereat poten creased safety Building owners 
tial of this invention. Thev real were attracted by the decreased 
zed that elevators could make the cost of installation and more eco 
ipper floors of a building the most nomical operation than previous 
ilualole instead of just se much -team rowered lifts 

| mer secretary of the Hartford 
imwanted space, The electric elevator. the silent. 
. Accident and Indemnity ¢ OTP anny 
Office buildings had previously speedy service we receive today 
ry The award named in honor of 
ihe 
Walter Paine of the Aetna Casual 
tv and Surety Company goes to 
Leslie Palmer of Texas A & M Col 
lege. Phe Albert W. Whitney Fel 


lowship, given in memory of the 


heen constructed as litthe more had its inception in’ 1869 
than private houses on a larger first successful. direct-connected 
scale. Prior to Otis’s invention. an — cleetrie elevators were delivered to 
office building more than two the Demarest Building. in) New 
stories high was considered im York Citv. that vear 


yr iwtical. Now began the work of The vear L900) saw the first 
late safety leader, has been award 


ed to Earl Heath of the Baltimor 
County (Mad.) Schools: and the 
ldward J. Bond Fellowship has 
heen presented to Ronald Pattes 
son of Michigan State College 


replacing these outmoded — struc kscalator. another Otis invention 
tures with five or even. six-story in public use at the Paris Expost- 
elevator buildings. tion. where it was awarded a grand 
The first hydraulic elevator was — prize. 
installed at 155 Broadway. New Tremendous strides have been 
York in April 1878. Later in the made. during the last decade. in 
ear, another was installed in. the ~peed. safety and convenience of 
Stock Exchange The advent of elevator trathe loday’s elevators Motorist \ person Whe. after 
lvdraulic elevators was a great) are automatically supervised by Seong a wreek, drives carefully for 


tride in this field. since it made ingenious electronic tec hniques ~veral blocks. 
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Reeruit for 


a Congress 


(Fiction) 


By BILL ANDREWS 


1953 


safety 


Thursday, October 1, 


EVER SINCE I’ve been a 
engineer, I've wished that [ could 
persuade one of our top corpora 
attend a Na 
A couple 


of times it has happened, but never 


tion executives to 


tional Safety Congress 


on the kind of a basis that I really 
wanted it. 

When I worked for the ordnance 
plant, we got a high management 
man on a panel discussion after 
much persuasion. He armed him 
self with facts and figures that | 
supplied. and he made a _ rather 
pompous statement in favor of vir 
tue which added nothing to any 


hody ’s know ledge 


Then, when | was made general 
our NS¢ 
( laude 


section a 
Jac kson 


(who was still our president then } 


chairman of 
lew years ago, 
attended my installation and made 
and flattering 
didn't 


enough to do any listening. 


a very effective 


speech. But he stay long 

For the last year, Pve been prod 
d ng our present president, Larson. 
to attend the 
spout off. but to see and hear and 


Congress, not to 
learn. | was not conscious that | 
was making any progress toward 
convineing him. 

Phen, in September. three things 
succession. 


quick 


happened — in 
First. | filed my annual request for 


good-sized 
While this 


was still waiting Larson’s approval, 


the assignment of a 


party to the Congress 


my doctor ordered me to the hos 
pital for a minor operation that 
turned out to be not so minor and 
left me for three 


and pain-wracked to handle any 


days too feverish 


business, even hy phone 

Was out of ae- 
Dexter. 
bank 


Finally, while | 


tion, my assistant, Harry 


ordered a shutdown of our 
ol degreasers. 

Harry's action looked a lot more 
than it looked 
because no had 

real ill-effects from 
He called for the shutdown 


hasis of 


arbitrary was. It 


arbitrary one 
shown any 
fumes, 
on the analyses of air 
samples that showed toxic concen 
trations just barely inside our con 
servativeiy figured danger range. 

It wasn’t 
cause he and I had known of some 


really arbitrary, be 
weaknesses in the ventilating set- 
had 
structed him to watch the situation 
closely and to act quickly if the 


need arose, 


up, and | specifically —in- 


But there was a lot of work in 
the plant, and Harry is young, and 
the production men tried to brow 
beat him. So. in short order. Harry 
Larson’s 


was on. the carpet sin 


office, called on to defend his ac 
tion. 

Strange how fast the 
than three 


Harry went to one of our outlying 


kids grow 
' 

up. Less years ago. 

plants on a routine inspec tion trip 


and promptly got into a nasty 
wrangle with a minor foreman on 
an issue of housekeeping that took 
all my alleged skill to smooth over 

Now the same boy was having to 
battle without my help against all 
the pressure of high-ranking men 
that 


and with 


for a course of action was 
costing a lot of money 
out the backing of the argument 
that men had been hurt already by 
the bad conditions. 

He played it wisely. He didnt 
vo to Larson asserting that. of his 
own knowledge. the situation was 
dangerous. or that he was simply 
acting on my delegated authority. 
He took two documents with him 

the lab report on our samples, 


and a COPY of the ¢ ongress Trans- 
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actions ot a few vears ago in which 
a top-flight chemical engineer laid 
out a set of recommended stan- 


dards on concentrations of fumes 


including the fumes of the par- 


ticular solvents we use in degreas- 
ng 

And then, when Larson had 
checked these, and had said, “*“What 
ean be done?” Harry simply 
called for a report of the plant 
engineering department which 
they'd worked up at our request 
two weeks before. offering a rem- 
edy for the ventilating weakness. 

As Harry said to me_ later, 
“Boss, it was easy. I didn’t have 
to try to be bright or clever. I was 
scared silly that Pd gum the play. 
but actually all Larson wanted was 
the fac ts. He looked over my dope 
ind then sent me off. saying he’d 
let me know. In an hour I got a 
copy of a memo to plant engineer- 
ing. telling them to act fast. And 
scrawled on the bottom of the copy 
in Larson’s handwriting was the 
note, “Good catch, Harry Larson.” 

When | got back to the plant 
this week, Larson called me in to 
ask how I felt and to speak a good 
word for Harry. I noticed the 
copy of the Congress Transactions 
volume on his desk. He flipped it 
(ope a] and said. 

“lve been reading this thing 
Harry left with me. There's some 
good stuff in it.” 

I nodded and replied. “some 
pretty smart guys worked hard to 
get that program together.” 

He grinned wryly. “There is 
ilso some very weary guff in it.” 
he said 

I had to agree with that, too. | 
remember one spee h that vear 
even my naive young safety com- 
mitteemen had looked at me in the 
niddle of the windbag’s oration in 
puzzlement. as if to ask. “Why do 
we have to listen to this stuff?’ 
It was well below the quality of a 
departmental safety meeting 
speech in any good company. 

But the same section’s sessions 
had produced not only the authori- 
tative paper on concentrations of 
toxic furnes, but a swell panei on 
maintaining employee interest, a 


ood journevman job on pre 
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Odds on the Bunk 


WHAT'S WITH THE GUY who says this Safety Stuff is the 
Bunk ? 

The attitude a person expresses toward any one phase of 
his activity is usually manifested throughout his whole make-up. 

A guy who takes chances at work will take chances on the 
road. A guy who takes chances at work or on the road will 
take chances at home. A guy who takes chances at home ot 
on the read will raise a family who takes chances. It is sort 
of a creeping disease that pollutes everything coming in contact 
with it. 

Where do the young and inexperienced get their knowledge ? 
Why, from the example set by the old folks. Not what they 
say--but what they do. No matter what you tell them, yout 
actions will betray you if they are not consistent. 

The least the “old man” can do, if he doesn’t care about 
his own hide, is to consider the example he may be setting 
for the young and inexperienced. He who sets a bad example 
is more to be condemned than he who sets no example at all 

Too many of us think we are protected by the masses from 
the accident statistics that confront the unfortunate each day. 
With 160,000,000 people in the United States, why should 
we be the one to suffer? When the National Safety Council 
predicts that 500 will be killed in mishaps over a holiday 
we think, naturally that doesn’t include us—-and forget it. 

But, then we hear of the good looking young fellow down 
the block who was killed in the auto crash and left a young 
wife and three children; or the cute little girl across the 
alley who drowned while at the beach on a picnic; or of the 
little guy your Jimmy plays with who got his back broken 
when hit by a car while on his bicycle; or the kids across 
town who were suffor ated in an old abandoned ice box: or 
Joe who lost three fingers in his portable electric saw at home: 
or Bill, in your department at work, who lost an eye due to a 
hot chip hitting it; or Sam, across the street, who fell off the 


ladder and fractured his pelvis: or Jake who got a hernia 


p 
moving furniture at home; ete., ete. 

Pretty soon, if you sit down and try to analyze these things, 
these old statistics appear to be crawling up on you. Maybe. 
if you're bright enough, you'll decide that a little “safety in 
action” on your part might work better than playing the odds 
on the masses, 

It doesn’t take much. Just a healthy regard for the ex 
posures you are aware of, and a little ingenuity and anticipa 
tion of those liable to rear their ugly heads, should see you 
through satisfactorily. 

It will really be a happy day when these guys who call safety 
the bunk are converted——but some of them won't live that long 


Rosert D. Giver, Senior Engineer, 
Industrial Department, National Safety Council 








he 


planning heavy machinery moves, 
and a debate on the universal 
goggle rule. 

I started to explain how an occa- 


sional lemen creeps in, but Larson 


just laughed at me. “Look, 
said, “Ive heard worse from 
highly-paid speakers at meetings 
of top-flight executives. I'm not 

To pace AP 





Chlorinated Solvent Degreasers 


Recommended practices for safe operation 
By GEORGE M. HAMA 


~~ pate NT VAPOR degreasing Figure | illustrates the Davi- 
» is a quick economical and ef Halide meter, a_ direct reading 
fective means of removing grease instrument.) This meter gives in 
wax. fats. oils and tars from such stantaneous readings of trichloro 
nonporous products as glass and ethylene or perchloroethy lene vapor 
metals hie che preasinyg fluids used in the air Phe determination of 
are non-flammable chlorinated hy Vapor concentration in the air 
drocarbons trichloroethylene or during solvent vapor degreasing 
perchlorocthy l me Phey are vola ; operations has been of great value 
tile solvents whieh. under improper in revealing conditions which 
operating conditions, ean produce Figure | Direct-reading nstruments mught result in high « Xposure 


a high Vapor concentration mn thre facilitate determination of solvent vapo 
entrations in workroom atmos ( hoice of Degreaser 


breathing zone of the workers 
| \postre lo high comcentration \ Vapor degreaser consists basi 


of this vapor can result: in illness Known as MAC (maximum allow cally of a chamber in which liquid 


Svinploris assed tated with breath ible concentration). The MAC for solvent’ is) boiled. a space above 


ing excessive amounts of trichlor trichloroethylene and perehlor this chamber containing hot sol 


oethy lene. in the usual order of octhy lene has been sel boy indus vent \ apors yin which the work Is 


occurrence are euphe ria. dizziness trial hygienists at LOO parts of cleaned}. a condenser to maintain 


and lemporary unconsciousness, A vapor per one million parts of proper vapor level in’ the appara 


prolonged period im such ai state iit Vhe odor of 50 parts of tri tus. and a proper height sideboard 


ean prove fatal This I i) thieom chloro thy le ne wer cornea million Or freeboard above the water pare ket 
| I 


mon occurrence and generally oe parts of air can be detected by or condensing area correctly pro 


curs only as a result of negligence ost individuals, Concentration of portioned to the dimensions of the 
, ” ) 
or a lack of proper instructions vent Vapor can be determined machine. See Figure 


Concentrations of vapor below | cither by chemical analysis or by In degreaser design, a great 


whic h the eflects on thre he ilth of direct reading tnstruments | val deal of researe h has bre nl done by 


the worker are ipl to oeeur on re tation of workroom exposures has manulacturers of such equipment 


oreatly facilitated by the use 


peated eight-hour exposures are heen Creditable engineering details such 


0 ( ea ao « ' < ds Proper freeboard height. hal 
a ae 1 f direct-reading instrument 


Ir wore which have replaced slow. cumber 
mithode denser. and heat input as well a- 


ance between the capacity of cor 
gienist, Bureau 


Detroit Department of Healt ome laboratory 
many other items. have resulted in 
well-designed. commercially avail 
ible degreasers which. when prop 
erly used. not only conserve. sol 
vent but keep solvent Vapor 

Figure 2. A hand exposure at a minimum 

operated degreaser 

Although more de 

pendent on the hu 
element than solvents generally trichloroethy 


Commercial degreasers are de 
signed for chlorinated hyvdrocarber 
man 
automatic or ’ lene This solvent has a certain 


veyorized degreasers Vapor pressure hotline pronnit and 


vapor concentrations 
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Figure 3 


keeping solvent vapor 


Other materials 


substituted for the 


specific heat. 

should never he 
specified solvent or a modification 
unless the equip 


first 


of controls made. 


ment manufacturer is con- 
sulted 

xe illnesses have occurred 
among workers from the 
tion of highls tetra- 
chloride for the trichloroethvlene 
Also. flammable liquids 


bree nh ae 


ertous 
substitu- 


toxie carbon 


spec ified 
such as ethyl aleohol have 
cidently substituted 
phic results. leading to loss of life, 


with catastro- 


(Attempts to construct homemade 


degreasers almost always result in 
a degreaser of inferior design lack 
of solvent 


Ing proper conservation 


ind resulting in exposure of work 


ers to high concentrations of vapor 
Many cases of serious illness have 
been reported because of the use 
of improperly designed. howe made 


le greases 


Figure 4. Comparison o xe ure with 


a hand-operated degreaser and an auto 


matic deqreaser degreasing the same 


parts 
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An enclosed automatic degreaser is effective in 
out of the air 


Figure 3a. 
vapor 


All degreasers must be provided 


with correctly designed water 


cooled condensers. Degreasers of 


the portable drum-type without 
water condensers for casual use in 
Parages and machine shops have 
heen found to produce high con- 
centrations of vapor 


Although there are several meth- 


ods of designating degreasers. there 


are two distinet types 


Vapor standpoint the hand-oper 


ated degreaset (Figure 2) and the 


automatic or conveyorized de 
vreasers, (Figures 3 and 3A) 
Breathing zone vapor concen 
trations can be controlled to a safe 
level with a hand-operated — de 
vreaser if it is properly operated 


located hi 


vulnerable fe oom 


and hand rp rated 
degreaser I= 
proper operation which produc Cs 


Auto 


conveyvorized degrease mr 


high vapor concentrations 
tnatie of 
are less subject to the human fas 
tor in operation, They afford more 
adequate protection against cross 
drafts by the very nature of their 


design bigure ] shows a ocom 


parison of average exposure to 
a hand-operated and 
Data for 


obtained 


Vapor from 


an automatic degreaser 
these 


air determinations ina plant where 


results were from 
identical materials were degreased 
in both automatic and hand-oper 
ated degreasers. 

Recent 


work by manufacturers 


from. the 


A conveyorized unit is also effective in confining 
Available in large and small sizes 


of degreasing equipment has re 
sulted in some new and improved 
handling methods. Completely en 
closed. conveyorized units are now 
available in both small and large 
SIZCs, 

In periods of ime reased produ 
tion. it has been noted that there 
is a tendency ino most plants te 
speed up and overload the hand 
operated type degreasers. This, in 
variably, leads to high and some 
times dangerous eXposures, Phe 
inherent) design of conveyorized 
degreasers makes speeding-up dith 
cult, since they require less super 
vision for proper operation, Where 
work can be adapted to this type 
of design. it should be chosen be 
cause of the reduced possibility of 
exposure to the worker 

Size of the 


degre “using unit ts 


lo pace loo 


trichlor 
oethylene at various air velocities over 
(Velocity 


Concentrations of 


Figure 5 


a hand-operated degreaser 
across tank in f+ min) 





Injury Frequency Rates 


What do they measure? 


How meaningful are changes? 


By H. GENE MILLER 


general opin 


- ietaggcor to 


A ion, injury frequency rates 


ordinarily do not provide an ac 
curate evaluation of the safety 
program. 

In addition. changes in myury 
rates— increases and decreases 
do not necessarily indicate similar 
direction 01 


of the 


changes, either in 


amount. in the level pro 
pram. 
Lest 


ments 


com 
that 
the writer sees no value in injury 
rates, let it quickly be stated that 


these introductory 


leave the impression 


this is not so. The writer strongly 
favors compilation and use of in 
jury rates. Rates are valuable and 
particularly when it” is 
they 


what they do not mean 


useful 


understood what mean and 


whic h Is 
the subject of this discussion. 
Through the years, many at 
tempts have been made to replace 
the injury 


frequen y rate with 


some other evaluation device 


None other has succeeded as a sub 
stitute. however. so the rate now 
fairly satisfactory 


used must be 


However. the rate will be 


useful if 


more 
those who 
better 


and what it does not mean 


employ il 


understand what it means 
what 
it measures and what it does not 


measure, 


Frequency Rate 
This is what the frequency rat 
does measure: calculated for a 
particular plant, it measures the 
actual injury 
plant for the period covered by the 


experience of the 
It does not necessarily meas 


rate. 


H. Gene Miner is Director, Statistics 
Division, National Safety Council 


% 


ure the plant’s safety program, 
especially if the plant is small or 
the period covered is short. 

For example, an injury fre 
rate of 20.0 that 


during the period for which the 


quency means 
rate was calculated, disabling in 
juries occurred at a rate of 20 per 
million man-hours of work. The 
rate of 20.0, though, is not neces 
sarily a measure of the plant’s 


safety The 


might actually be better than this 


program. program 
voit might be worse. Let’s see why 
this is so. 

had 48 dis 


during a year’s 


Suppose a plant 
abling injuries 
time. This would he an average of 
} per month. It 1s practically a 
certainty, though, that there would 
not be exactly 4 injuries in each 
one of the 12 months. One 


there might be 3, or 2. or 


month 
maybe 
none; in another month there 
might be 5 or 6, or even more. 
Anyone who has observed in 
totals by months knows that 


variations around the monthly ay 


pury 


erage (4 in this case) is a normal 
occurrence, even though the hours 
worked and all othe: 


remain the Variations in 


conditions 
same 
the number of injuries can occur 
without there being any change 
in the safety 


itself. The program might be ex 


whatsoever program 
ictly the same from one month to 
another 
effec tive 


and in general, just as 
but still the number of 
injuries (and the injury rate) can 
fluctuate widely. 

\ frequency rate calculated for 
any particular month, then, does 
evalu 
It only 


rnypuries 


not necessarily 
ate the 


shows the 


measure OF 
safety program. 


rate at which 


same thing applies to yearly rates. 


eccurred during that month. 


The frequency rate for any year 


merely shows the rate at which 
disabling injuries occurred during 
that 


reflect the 


year it does not necessarily 


level of the safety pro 


gram during that year 


Chance Affects 
Spacing of Injuries 
While the total 
juries during a period of time will 
he related to the general level of 
the safety program, the occurrence 


number of in 


of particular injuries will be sub- 


ject to a variety of circumstances 


which can be summed up in the 
one word “chance.” 

To state it another way. where 
injury-producing circumstances 
later they will 


exist. sooner. or 


cause injuries, and the number of 
injuries will bear a re lationship to 
the number of injury-producing 


Within 


exact 


circumstances, this situa 
time of 
and the 


will 


tion, however, the 


OCCUPFENCE of an inyury. 


time lapse between injuries, 


he determined to a large exten! 
by chance. 

Che number of injuries can vary 
and 


from one month to another. 


from one year to another, by 
chance alone, without there being 
any difference in the number of 
miyury producing circumstances 

there being any dif 


level of the safety 


i.e.. without 
ference in the 
progran 

On the hand 


a Variation in the num 


other and this Is 


liniportant 
ber of 


change in. the 


injuries may indicate a 
level of the 


is one to know 


safety 
program. But how 


whether the variation is due to 


chance or due to a change in the 

program ¢/ 

Pechniques Evaluate Changes 
Fortunately, there are statistical 

techniques which can be used to 

evaluate changes or variations in 

totals. It is 


with a 


injury 
state 


possible to 
good degree of ae 
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whether a change onthe 
of injuries is due to 
therefore little 
or whether it indicates a 
level of safety 
The statistical approach to this 


chances ind has 


neanit 


new perlormance, 


problem is very simple. For any 
given number of injuries. variation 


nits are determined which show 
the amount of variation or change 
chance. 


which can occur due to 


Phen. 
hold within these limits 


as long as actual changes 
of chance 
variation, there is justification for 
the assumption that they do not 
indicate any change in the general 
level of the safety 


Specifically, the procedure for 


program 


evaluating 


changes or variations in 


i given number ol myuries ts as 


follows: First. a “unit” of varia- 


tion is caleulated. 
to the 


\ unit is equal 
square root of the number 
of injuries, For exar ple. af the 
normal number of injuries during 
1 certain period of time ts 100. 
unit of 
root of 100, or 10. Tf the 
9c 


normal number of injuries is 25. 


then a variation is— the 


square 
variation is the 


a unit of square 


root of 25. or five: et 


Next. it 


that 2 units cover most of the vari 


has been established 
ition that can occur due to chance. 


Therefore, the 


variation around the normal or av- 


range of chance 


erage number is determined by 
multiplying the unit of variation 
hy 2 

Thus, if the average or normal 
experience of a plant were 100 in- 
juries per year, the number of in- 
juries in any one year could vary 
100 by 20 in 
from 80> to 


Sumn 


either diree- 


120) 


from 
tion due to 
irizing the 


as follows 


chance alone. 
steps they are 
Ste 100 
Nt, 10 
Ste 10 


St } 100 


By the 


average experience of a plant were 


same procedure, if the 


) 


29 injuries per year the number 


of injuries in any ene il could 
15 to 40 due to 


similar manner the 


vary trom chance 


alone In 
can be 


range of chance variation 


calculated for any average number 


of injuries 
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Guarded Against Beanballs 


APTER a recent beaning. Johnny Groth. St. Louis Browns outfielder 


Was spared the tragic 


playing field fatality. who was hit by a 


in L920, 
Groth was felled by 
Wiis a plastic 


bee ause he wearing 


the impact. 


fate of Ray Chapman. the major league's last 


thrown by Carl May- 


a pitch, but escaped with a mild concussion 
helmet liner which helped absorb 


The protective helmet insert. is made of tiber-glass, reinforced with 


synthetic resins. It is designed to provide protection for the player's 


temples and areas over the ears. 


help absorb impact. 


The cameraman caught Pirate Manager 


\ sweathand and sponge dome liner 


Fred Haney getting the 


jump on a Bakelite head-protector, on the southpaw side of our picture 


\t right, Bue 
from his protected noggin. 


For the plant with 100 injuries 
per year as its normal or average 
experience, as long as injury totals 
in subsequent years stay within 
the range of 80 to 120, and do not 
tend to concentrate near one end 
of this range. there is justification 
for the assumption that the varia- 
tions do not indicate any change 
in the basic level of the safety pro- 
gram itself, but instead are merely 
chance variations which have no 
significance. 

When setting up variation limits, 
it is important that a reliable av- 
erage be used as the plant’s normal 
determining this 


totals 


experienc e. In 


average. injury must be 


Coach John Fitzpatrick smiles as a 


baseball 


cCaroms 


used, and not injury rates, because 
the unit of variation is related to 
the number of injuries. 

Assuming no important changes 
in the hours worked, if the injury 
totals per year show only small 
variation, then two or three years’ 
experien 4 would probably provide 
enough data to determine a_ reli 


able 


totals show 


average. If yearly injury 
wide variations, more 
years should be used. 
Procedure Applied to 
Specifie Case 

Let us see how. this procedure 
would work in another example 
which the 


Suppose a plant, in 
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ANSUL 
WHEELED 
FIRE 
EXTINGUISHERS 


... GREATER 
FIRE-KILLING CAPACITY... 
HIGH - SPEED OPERATION and 
EASIER MANEUVERABILITY... 


Ansul “B” Model Wheeled Extinguishers are com- 
pletely new. Dozens of design changes have im- 
proved their operating characteristics as well as their 
appearance. They provide faster, easier extinguish- 
ment of fires almost twice as large as those handled 
by our “A” model wheeled extinguishers. New 
Ansul Wheeled Extinguishers are easier to move to 
the fire. They can be actuated faster. They'll put 
They're easier to recharge and maintain. And they 


years of trouble-free service. 


call 


today. 


your 
Or 
se nd 


For a demonstration 
Ansul 
for additional 


for file number W’-26 


representative 
information 


MANUFACTURERS OF DRY CHEMICAL FIRE EXTINGUISHING EQUIPMENT, REFRIGERATION PRODUCTS 


Rubber tires 


MODEL 150-8 optional equipment 


il 





| 
LN 
Ne 


° a) 





hig 


( 


L 





out more fire faster. MODEL 350-8 


will give even more 


ANSUL 
Chemical Company 


FIRE EQUIPMENT DIVISION « MARINETTE, WISCONSIN 


INDUSTRIAL AND FINE CHEMICALS AND LIQUEFIED GASES 
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NEW 


ANSUL 
WHEELED 
FIRE 
EXTINGUISHERS 


Easier, Faster Operation 
Greater Fire-killing Power 
Easier Maneuverabilty 

Greater Dependability 

Easier Maintenance 

Greater Safety for the Operator 


Better Appearance 


| i ANSUL 
pom! Compuny 


ARINETTE, WISCONSIN 


OFFICES AND DISTRIBUTORS IN PRINCIPAL CITIES IN THE U S.A., CANADA AND OTHER COUNTRIES 
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New Designs and 
New Equipment to be 
Featured at Safety Show 


The alse NATIONAL SAFETY 
CONGRESS and EXPOSITION 1 
cheduled tor Chicago during the wee 
ot October 19 to bxhibit ontine 
to the Conrad Hilton H l 
must for all del ilc ! 
facturers of tire prot 
equipment point for 
Satety Show to introduc 
new satety device These exhibut 
vide an excellent opportunity tor 
personnel to investizate the latest 
velopments by manutact 


equipment 


New Wheeled 
Extinguishers 


Featured in) Ansul Chemical 
pany’s exhibit will be the new 
Model Ansul Wheeled Extineuish 
Fire-tighting ettectivenc ot the 
150-B and 350-B is nearly 
of the “A” Models which till 
been considered tops in tire ey 
ing capacity. In Ansul 
units Operation ha 
maintenance is casi ul 
features have been 
these new model Ih 
been improved a 
Raymond Loewy 
enamel tinish as 


of their sparklin 


Preview of New 10-Pound 
Model 


Although the An 10) bxeu isher 
will not be in production until atter the 
first of the year lclevate to the Satety 
Show will vet a sneak preview ot thi 
new Ansul development It, too, 1 
styled by Raymond Loewy and combine 
an attractive appearance with the tun 
tional superiority associated with all An 


sul Fire Extinguishit upment 


Demonstration of 
Nozzle Assembly 


Qt considerable 
protection perso 

tration of the 
in the assembly 
nozzle and in it 
test In a corner 
(Nos. 92-93) a 
be installed Prod 
trom the Ansul plant 
the operation ot issem| 
from previously imsp. 
each nozzle ' eon 

cted to a M 
1 done at the 

Another feature 
rates will be 
howing the vari 
manufacture, tilling nd Inspec 
ras. Cartridve for Ansul Hand 
uishers. Emphasis is placed on An 
rigid quality control in the manuf 
ture and filling of this all-important 
part of a dry chemical hand extinguisher. 

The display will also include actual 
models or photographs depicting An 
sul’s complete line of Dry Chemical and 
Met-L-X Dry Powder Fire Extinguish 
ing Equipment 

4 





SMALL BUSINESSES 
and ASSOCIATIONS 


By A.M. BALTZER 


Director, Small Business and Associations Program, NSC 


Canned Safety 


Manufacturers Insti 


tute, one of the most safety-minded 


Can 


associations to join the Couneil in 

195 >. laure hed avery compre he n 
| 

for its 


bulletins cover 


sive program members 


Monthly 


jects as safety organization, report 


such sub 


ing. accident costs and savings, 


safety promotion and technical 


material. An 
their 


important part of 


service is the series of spe 


cifie posters, and iltractively pre 


pared, well) written” promotional 
material. 

The results of the program are 
starting to show up according to 
figures sent in by John Dingee 


Crown Can Company and chair 
man of the C.MLL. Safety 


tee. Statistics by size of plant are 


Commit 


! . 
equatly interesting 


19 locations fewer than 1000 em 


ployees— frequency rate 13.5 


75) «lecations more thar 100 


ployees. frequency rate 7.4 

As with most associations. spe 
cial help is being offered to. the 
smaller companies with higher in 
jury frequency rate 
Do Associations Want Safety? 

“Yes” is the unqualified answer 
if requests for our Handbook o} 
{ecident Prevention is any indica 
tion. More than 150 associations 
took us offer to 
them a complimentary copy of the 
red Handbook 
them also plan to redistribute it 
to their 
stimulating 
prevention. 

This 92-page 


which provides the safety know 


up on our send 


and a number of 


members as a means of 
interest in accident 


safety manual 


how for the Council's smaller mem 


bers, received many compliments 


executives and 


This 


hopes that the more technical as 


from association 


safety engineers. raises our 


pect of safety can be made ace ept 
ible to non-safety executives. 


For Association Executives 
The National Institute for Com 
mercial and Trade Organization 
held at Northwestern 
August 9-15 included a 


i xecutives, 
University 
two-hour session on Industrial 
Satety 


Ry. Be 


of the Folding Paper Box Asso 


in the week-long course. 
Murphy, executive director 


ciation of America, used charts 


and exhibits to explain how his 
association got started on the 


safety) program, how it saved 


money through accident reduction 
associations could 


and how other 


achieve the same results with a 
minimum of effort. 
Ketchmark, secretary 


tral Region FPBA and your re 


Ray Cen 


porter participated in the one-hour 
Mr. 
Murphy's talk and had the oppor 


discussion period following 


Cartoon character Foxy McCan sparks 
the safety program of the Can Manu 
facturers Institute 


tunity to advise a number of small 


business associations on specifi 


activities. It was encouraging to 


note the genuine interest with 


which this first safety session was 


ace epted. 


Safer Restaurants 
The National Asso- 


clation, representing about 50.000 


Restaurant 
eating places, and numerous local 


and state associations. recently 
called upon us for help in starting 
safety activities. This is the type 
that best 


reached through trade associations 


of industry can be 


because the average employment 


in each restaurant is approxi 


Few. if 


assign even part 


mately 20 persons. any. 
restaurants ever 
stafl 
prevention, yet 
the added 


liability and fire prevention. 


time personnel to accident 


restaurants have 
problems of public 
The Association plans to gather 


statistics on costs and causes of 


restaurant accidents. Then it will 
public ize these facts and promote 
activity among its membership. 
Plans are under way for setting up 
a small safety committee which can 


work 


preparation of easy-to-understand 


with us and sponsor the 


safety material for management 


and employ Pes, 


Consultation 
For Associations 
When an 


for help we gladly extend it. 


writes in 
But. 


when an association goes to the 


association 


expense of sending representatives 
to Chicago to get suggestions on a 
long-range safety program we feel 
that our program is really hitting 
pay dirt. 
Within the 
associations such as the Liquefied 
Association, the 


past few months 


Petroleum Gas 
Valve Manufacturers 
and the National 
Cotton Ginners and the 


Association 
Association of 
| iber Box 
Association sent representatives to 
the office 


bers of 


Since most of the mem- 
these 


“small business” we 


associations were 


definitely wel- 
comed the opportunity of working 
with the help of 
staff 


tives, are continuing to cooperate 


with them and. 
corresponding representa- 


with them. 
October 
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ILLUSTRATED BY NORMAN ROCKWELL 


N. word of pen ol stroke of artists hand 


No flowered phrase or oratory’s boast 
Need tell the story of the world you've made. 
“Tis writ upon the pages of the land 
From north to south from coast to coast 


(Wee 








Those poles you mount those lengthened strands you string 
\re not just sturdy uprights in the sky 

Phat march across the miles in proud parade, 
You've made them into words that help and sing 


\ doctor’s eall, good news. a lover's sigh. 


Deep etched in time the ree ord of vour skill 


The work youve done yout willingness to do 
The fires and storms vou've tackled unafraid. 
Your signature is carved on every hill 


Yours, Loo, the creed ; Phe message must go through.” 


BELL TELEPHONE SYSTEM 





\ 


Pest’ Extermination 

Pesticides 
Safety in Use by Wayland J 
Ir. and George W. Pearce 
fgricultural and Food Chemistry 1-466 
169 (June 10, 1953) 


Very litthe has been 


the specific subject of increasing 


Haye 


Journal of 


written on 


the safety of pesticide formulations 
although it can be achieved in a 
not all of them 
applicable in any single situation 
well 

A toxic 
cal will remain a safety problem 


number of ways. 


and is deserving of SOrnie 


study. insecticidal chemi 


no matter what its formulation 
may be, but this fact should not 
discourage efforts toward improv 
ing the formulation. Such efforts 
will not replace a careful and con 
tinuing educational 
insure safe methods of handling 


The 


program to 


simplest improvement in 


principle is the use of less toxi 


active ingredients. This cannot be 
used generally, but occasionally 
The most striking example is the 
DDT for lead 


There are 


substitution of 
arsenic in recent years. 
no confirmed cases of chronic DD 
poisoning and confirmed cases of 
acute poisoning are invariable as 
sociated with eating of a relatively 
large quantity of DDT. 

In developing formulations with 
factor, the sol 
vent is of great importance, both 


maximum safety 
because of the inherent toxicity o1 
flammability of the 
because of the possible differences 


solvent and 
in absorption from various types 
of solvent. 

In the formulation of dry in 
secticide powders, the dusts should 
be selected for their non-toxicity 
In particular, the concentration of 
should he held to a 


free silica 


Formulation Relatio tw 


Abstracts of current literature 
on Industrial Hygiene, Medicine, and Nursing 


minimum since the exposure of 
the commercial sprayer ol the mix 
ing plant worker may be signifi 
cant 

Phe use of non-dusting powders 
can greatly decrease the ¢ Xposure 
of people who mix the dusting 
formulations. As an example, a 


change from a standard water 
wettable powder to a non-dusting 
powder in one instance decreased 
the average parathion concentra 
tion at the mixing of spray solu 
2.15 


liter of air. 


> 


tions from to O37 


micro 

grams per The use of 

a liquid concentrate for the mix 

further to 0.04 
micrograms per liter. 

Absorption through the skin is 

with 


ture reduced it 


important 
than 


properly 


ue nerally more 


liquid formulations with 


powders, but chosen 
liquid formulations can greatly re 
duce skin absorption, This is pat 
ticularly true when the concentrat 
is formulated as a paste or soft 
jell type of material 

The addition of emetics and of 
colors to pesticides are wellknown 
ways of making safer formulations, 
but their limited 


utility is quite 


- 
Insecticides 


Health 
Fumigating 


Problems of Vaporizing and 
Devices For Insec 
i Supplementary Report 

The Journal of the {mer 
{ssociation, 152:1232-1234 
1953) 


ticides 
Anonymous 
Ved 


(July 


PHE FIRST REPORT of the Com 
mittee on Pesticides supported a 
that DDI 


and gamma benzene hexachloride 


recommendation only 


(Lindane) or mixtures of the two 
should be used in continuous ther 
insecticide and 


mal generators 


that they should be used at a rate 


BY F. A. VAN ATTA 


Industrial Department, NSC 


nol exceeding one gram to 


feet of 


and should not be 


15.000) 


cub space in 21) hours 
homes 


other 


used in 


and sleeping quarters OF 
places Where Continuous exposure 
was possible. The Committe 
pointed out that the majority of 
devices then in use were poorly 
improperly itt 
violated health 
that time 14 
and 55 municipalities have adopt 


these 


constructed and 


stalled and prac 


tices since states 


ed regulations on dey ices 


and other) governmental groups 
have controlled them through the 
of the 
Health Department regulations. 


this 


use of existing provisions 


since recommendation ap 
bkederal Interdepart 
mental Pest 
trol has found that it is ineffective 


party ulars 


peared the 
Committee on Con 
mn certain and has 


issued a further recommendation 


that the continuous thermo-gener 
ators be so constructed that output 
in excess of that recommended is 
impossible and that the variation 
in output be not greater than 25 
per cent of the rated dispensing 
rate 


Phe 


sorbed 


insecticide ab 
these 


devices are used depends a great 


amount of 
from the air where 
deal on the nature of the exposed 
Such things as varnished 
food 
wrappers, kraft paper. wax paper. 
fatty 
fatty foods and water preferential 


sul face. 


wood, linoleum, — plastic 


rubber sheeting. and non 


ly absorb Lindane from the at 
mosphere. Foeds will absorb from 
1/10 to 1 ppm 


exposed to the 


per day when 


Vapors from a 
properly operating continuous 


Water. 


absorbs 


thermo-generator. under 


similar conditions. suffi 


To page 211 
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THE ACCIDENT BAROMETER 


Prepared by the Statistical Division, National Safety Council 





lu ne 
approximal ly 8.900. no 
1952. An in 


crease in deaths from public non 


ACCIDENTAL 
totaled 
change from June, 


DEATHS in 


motor-vehicle accidents was offset 
by a decrease in deaths from home 
accidents. Fatalities resulting from 
motor-vehicle and occupational a 
cidents numbered about the same 
as in June, last year 

The six-month death 
144,100, a reduction of 2 
1952. Most of the 


occurred in home accident 


total 
per ce nt 


Was 


dec reast 
fatali 
ties but deaths from occupational 


from 


and public non-motor-vehicle ae 
cidents also were less numerous 
Motor-vehicle deaths 
showed a moderat 


accident 
increase ovel 


last year. 


Motor-Vehicle Deaths 


There were approximately 3,100 


deaths from = motor-vehicle  acci 


dents, or the same as in June a 
year ago. 

Deaths during the six months 
totaled approximately 17,300, an 
increase of 3 per cent ove 16.830 
in) 1952. The death rate per 
100,000,000 vehiel 


a reduction of 3 per cent from the 


miles was 6.5, 


1952. six-month comparable rate 
of 6.7. 

Of the 47 
six months, 17 
than last 
number and 2% 
Reporting cities with populations 
10.000 


states 
had 


) 
year, ’ 


reporting for 
fewer deaths 


had the 


had more deaths 


Sane 


of more than had an in 


4,000 


i ae | | 
® Pony | | 
1952 | 

| 
} 


11953 
sume 3,100 3.100 0 yUNE 


Six MONTHS 17,200 16.830 «43% | } sx 
. . L 


1953 «1952 CHANGE 








een es eR oN 


os a ae J : 
MOTOR-VEHICLEDEATHS4 | OCCUPATIONAL DEATHS 
¢  Sye® | 





15,000; : 
ALL ACCIDENTAL DEATHS | 


| 


«* 


10.000 
| a ; 


Py 
at 


AMJJIA SOND 
1953-1952 
BOO iO) ) 


( hange 


Six Month 


by 1) 


crease of 9 per cent for June and 
& per cent for the first half of the 
year. 

Regional changes from 1952 in 
the six-month death totals were: 
North Atlantic 
South Atlantic 
North Central 
South Central 
Mountain 
Pacitn 


Occupational Accidents 
June deaths from occupational 


about the 
1.400, 


accidents numbered 
same as in June last year 
The January-June death total was 
6.900, a reduction of | per 
from 1952. 


The June 


million man-hours in 17 


cent 
frequency rate pet 
sectional 
accident 
ducted by the 


prevention contests con 
National Safety 


ess 1952 CHANGE os) 


400 1.400 ° ’ 2300 2.200 


6900 7000 -! 


AS ONCE 


PUBLIC DEATHS 


*eees, 
. 


was 6O.ol. a decrease ol 


| he J une 


Council 
per cent from last year 
rate for plants in community coun 
cil contests was 6.96, an increase 
of 12 per cent over 1952. The six 
month rate in sectional contests 
was 6.16. a reduction of 6 per cent 
council con- 


while in community 


tests the rate was 7.24, a reduction 


of 13 per cent. 


Publie 


non-motor-vehicle 


Deaths 

Public 
dents in June resulted in approx) 
LOO) more 


acel 


mately 2.300 deaths, or 
than in June a year ago. 

Deaths during the six months 
totaled 
cent from last 
deaths 
falls and unclassified public acei 
offset by in 


7.200, a reduction of 1 per 
year. Decreases in 


from firearms accidents, 


dents were nearly 


creases in deaths from burns and 
transportation accidents. Increases 
were recorded for children under 
15 years old and young people 15 
to 24 Other 
groups showed decreases with the 
largest change recorded for per 
15 to 64 


years of ape. ape 


years old. 


SOS 


Home Deaths 


Deaths from home accidents 
numbered about 2,400, a reduction 
of 4 per cent from June, 1952. 
The total 
13.800, a decrease of 8 per 
from last 


reductions in 


January-June was 
cent 
year. There were mod- 


erate deaths from 
mechanical suffocation, poisonings 
and burns and small decreases in 
fatal falls and firearms accidents. 


All age 


duction 


groups showed some re- 


from last with the 


greatest improvement recorded for 


year 


persons 25 to 44 vears of age. 


HOME DEATHS 


),195 


a 
t», 
WP 


4 


952 CHANGE 1953 
+5" , 2400 2% 


1.800 
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Hexachlorophene in Formula #99 Antiseptic Soap 


cuts absenteeism by combating dermatitis and infections 


im-hours trom industry 
lost 


vearly. A small 


an abrasion turns ugly, and three 


of dermatitis are due directly t 


tt) SKIT 


im 
d protection against these bacteria mean 
de 
id 


1 Antiseptic Soap for your washrooms 


effective protection against infectiotr 


rophene —the first germicidal agent ever 


ver in soap. Because of its Hexachloro 


w with Formula 499 remove 


up toa G5 
have this antiseptic power. They leave 


} aggravate any small cut, skin irritation or abrasior 


And, to help replace natural skin oils, Formula ¢99 


ot found in the usual washroom soap 


ther information and samples. See for 


e man-hours by combating dermatiti 


badaileial Soap Devatitnenit 


ARMOUR AND COMPANY «+ 1355 West 31st Street « Chicago 9, Illinois 


CLIP AND MAIL THIS TODAY! 


Please send me 


Antiseptic Soaps for Industrial Use 
Sample of Formula #99 Liquid Antiseptic Soap 
Name 
/ 


hirm 


iddress 


Jone 
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Cases for Comment 


Compiled by ROBERT D. 


Senior Engines Industrial De 


GIDEL. 


Vat r ( 





Self Instruction Doesn't Pay 


The duties of a 


er required him to help load and 


vuleanizer he Ip 


unload) vuleanizers. and perform 


other duties in connection with 


vuleanizer operations. In the area 
these 


cated, there were also 


vuleanizers were lo 


lead 
strip lead 


where 
strip 
pers used to coating 
from cable after the curing opera 
tion. The operator of one of thess 
lead strippers which was in op 
eration, shut his stripper down and 
went to the smoking area 
Shortly lead 
stripper operator heard a ery and 
helper at his 
lead stripper machine 


afterwards, the 
saw the vuleanizer 
screaming 
for help. The lead stripper oper 
ator ran to his machine and found 
three 
fingers of his left hand caught in 


the vuleanizer helper with 


the inrunning rolls of the stripper 


The stripper operator immediately 


turned the rolls open and released 
the victim. The injured sustained 
lacerations and contusions of the 
first, second and third fingers of 
his left hand, resulting in amputa 
tion of the first finger at the se 
ond joint. 

None of the injured worker's as 
signments called for him to have 
anything at all to do with this 
The injured stated that 
he was trying to practice on this 
knew there 


he openings eventually for stripper 


machine. 


machine as he would 


wanted to get 
said he had 
before but 


operators and he 
some experience, He 
done it several times 
had never been seen by ny super 


He had not heer 


stripper is i 


Visor or foreman. 
assigned to the 
trainee. His fingers were caught 
in the rolls since he had his fingers 
extended instead of using a closed 
fist. 

Phe company asked whether this 
should be considered an industria! 
injury. 

The Committee dec ided this Ith 
included in the 


jury should be 


ompany s industrial injury rates 
Vembers agreed this was definitely 
case, but came to the 
that 
mpany authorization at the tin 


{ the 


t borderline 
conclusion despit lack ol 
injury. this employes 
learning activi 


int to ere 


engaged in a 
il ittemipt on his ) 
valuable Crnploy ee 


i more 
company 
Would better supervisory 
nstruction on the part 
ployees have prevented this 
Is it possible that some 
juarding should have beer 
these machines in order to pre 
ar experienced man from be 
the same way 
Would it be 


tances to provide training fa 


some day? 
profitable 
nterested workers or n 
ifage employees to 
abilities for their own 
pany’'s benefit? 

» ‘ Pank i 4 
When Is a Parking Lot. a 


Parking Lot? 
asked for 
tion of requirements for parking 
lots n 

ASA 


maintained 


\ company clarilica 
paragraph 2.1.50 of the 
Standard. Phis cor pany 
a regular parkis r fot 
for its employees, but the lot wa- 
closed on Sundays. The employes 
Work 
because 


closed. he 
shop we 


in question was required to 
overtime on Sunday ead 
the parking lot 


Wils 


drove his car into the 





A COMPANY 
( utstanding 


competing for ar 
safety record wants 
t make sure that no accidents 
are wrongly charged. Thi: 
jone through 

lf there 
as to interpretation 
the Committee of Judges 
Standards Ass 


Sectional Committee 


American 


to raview the facts 

A few of these cases are d 
cussed briefly in this departmer 
it is hoped that they w * 
readers not only in detern 
the chargeability of accidents t 
also in planning preventi 


measures 














iid parked in a_ place adjoining 
This 
approval of the super- 
had 


heen designated for parking cars 


the powerhouse was done 


vith the 


isor: this particular space 
when the regular lot 


was closed As the 
reached the 


on Sundays 
employee 
side of his car on the 
at the end of his shift. 


he slipped on an icy spot and fell. 


Wa home 


sustaining an injury which re 
lost time. 


asked 


excluded from the 


sulted in 
Phe company if this in 
should be 


basis of paragraph 


Standard 


jury 
rates on the 
1. of the 

The ¢ decided 


that under the partie ular circum 


ommittee finally 
stances described in this case. the 
should not be included in 
injury They 
stated that because of the 
this 


should not. be 


myury 


the industrial rates, 


further 


borderline nature of this case 


parti ular decision 
onsidered as a precedent for 


other cases which might appear 


similar in nature 


interpretation here 
2.1.3 re 


constituted 


on in 
whether paragraph 
regularly 


ferred ) any 


parking 


the pr 


ts and not to other places on 
perty where employees elect to 
park when the regular lot is closed. I 
was questioned as to whether the mere 
fact that this employee was permitted to 
park in the yard on Sundays was suffi 
ient to 


bring the yard into the parking 
as defined in 2.1.3 


Not 


t assification 
Observation Time 
Chargeable 


asked for an inte 
of the 


\ company 
pretation of Section 3.4.3 
ASA) Standard Z16.1-1915 
cerning Hospitalization for Ob 
~ervation. [It submitted these two 
imples 
Tr the 


was struck on the head by a cast- 


first case, the employee 


ing suspended from a crane. The 


physicians diagnosis was. “two 


inch laceration left periental area. 
deep \fter examining. suturing. 
nd dressing the wound the phy 
chat idvised the patient to re 


main at home to watch for any 


residual effects. The employee lost 
two days work. The phy 
certified that the patient 
returned to work but 
home to watch for 
To page 214 


from 
“lelal 
have 


Ke pt at 
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L FOAM SYSTEM, INC. 


PENNA. 


NATIONA 


WEST CHESTER, 


sts of tire protection every wher 





Quality Control in Every Step 


Assures Safe, 





1 Foam 
There's a difference in foam. Nort 
ili foam ts good foam for tl \ 
tinguishment of flammable liquid 
fit Bubble size and stability are im 
portant and photomicrogt pn lis 
lose major variations in foams of 
differing manufacture 
A rigid system of ‘quality yntrol”’ 
y Ss ~ Manufacturing as- 
ires cl righe foam in National 
\er-O-Foam. Photomicrographs. of 
National Aer-O-Foam show a mass of 
formly small bubbles tightly knit 
i inbroken’ blanket ” fire- 
smothering foam that has long last 
ibility 
There is a reason for this consist 
fependabl yualitv. National 
Foam System controls every step of 
the manufacture of 1ts foam in own 
mlants. | ry one of the more than a 
hemicals are pre-tested for 
tk | ilit ind tes | | ny 
pro | hed products are chen 
Mire-Tested for actuai performance 
W vou buy Natronal Aer-O-Foam 
vo i rta rf jualit I 
| ] ) 
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QUICK CHANGE UNIT 
PROPORTIONS DRENCH OR FOAM 


4 new National Proportioner can 


down to contain the 


wetting agent on Class 


reduction in both thi 


be used either for Aer-O-Foam Liquid 
penetrating wetting 
agent, Drench. Its quick changeover 
to be brought 
under control with a blanket of foam 
and the surrounding area to be wet 


fire 


spells of this 


fire fighters the 
opportunity to learn about the quick 
Drench. Used as a 


\ fires, a 1% 


Drench solution effects a 40% to 70% 


xtinguishing 


of water used 


Ry stmple calee 
adjustunve nae 
either Drench or 
fer-O-Foam 
can be quickly 
proportioned in 
than new 
National Pro- 
portioner 






NEW FOAM TOWER SAVES MANPOWER, 
SPEEDS TANK PROTECTION 


Compact, needs Only Four 
Men To Operate 


\ new portable foam tower ratsed 
and lowered by hydrauli action ts 
now available. It can be set up ina 
fraction of the time formerly needed 
and with one-third the manpower 
The same tower may be used for tanks 
of different heights and can easily ! 
converted for usewith chemical foam. 

Quick dependable hydraulic action, 
which can be applied at a safe di 
tance from the fire, raises the tow 
to full height in a matter of seconds 
When it is elevated to a point abo 
the upper edge of the tank wall, pre 
sure is released and the tower gradu 
ally descends until the gooseneck 1s 
hooked over the edge of the wall. All 
of this 1s achieved hydraulically with 
4 minimum of manpower and with 
less pressure than necessary for th 
foam system itself. Fach tower 1 
equipped with National Foam cx 
clusive Selective Orifice Foam Maker 
Write for new data sheet 653-3-A 


"« 





Get Your Copy of FOAM FACTS 


For interesting facts and data on fire 
protectiontletusmailyou FOAMEE ACES 


Quarterly. Send in your request 
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FOR DISTINGUISHED SERVICE 


i ipaaieoen types of awards for 


outstanding performance in 
industrial accident prevention are 
provided for in the “Plan for Rec 
Safety 
Records” adopted in January 
1952, by the Confer 
ence and the Board of Directors 
of the National Safety Council. 
The three types of awards are 
1. Tue Awarp or Honor, the 
highest award, replaces the Dis 
Safety 


Award. It goes to industrial estab 


ognizing Good Industrial 


Industrial 


tinguished Service to 
lishments whose experience meets 
rigorous statistical standards, even 
though it may not be injury-fres 
It also goes to those which com 
plete 3,000,000 manhours without 
a disabling injury 

2. THe AWwarp of 
similar but 
The 


records are 


Merir has 
less exacting require 


ments. standards for non 


perfect somewhat 
lower, and the minimum number 
of injury-free manhours needed to 
qualify is 1,000,000. 

3. THe CEerriricate of 
MENDATION is given only for no 


Com 


injury records covering a period 


of one or more entire calendar 
years and involving exposure of 
200,000 to LQ00.000 


For qualifying calendar-year ex 


manhour s 


perience, all three types of awards 
are made automatically on the 
basis of annual reports submitted 
to the Council by members. The 
Award of Honor 


of Merit 


special application in’ two types 


and the Award 


may also be made on 
of cases. 

1. Where a qualifying total of 
injury-free manhours is accumu 
lated in some period other than a 


calendar year 


2. Where a current period of 


AWARDS OF HONOR 


two or more years is to be used Steel Cory 


Bethlehem 


sSethlehem 
: 


in evaluating injury rate improve Pa., Bridgeport 
Rankin Works 


Publication of South San Francisco 


Steelton Works 
this plan succeeds “The o_o BR &. Geedsich Chemical Co. Poa 


pub Neches, Tex., Plant 


Quarry 
ment. 


under Works 


awards 
Roll” department) formerly 
lished in the NATIONAL SAFETY Central Vermont Railway, 
NEWs. The foregoing is but a of Canadian National 
synopsis of the award plan. kor Central Vermont Line 


Division 
Railway Co 
Clark Equipment fo sSuchana 
Mich Buchanan Plant 

Clinton Foods Ine., nteor lowa 
members should refer to the plan (00) processing Dis 
itself. Ford Motor Co., Kansas City Air 
writing to Statistics Division. Na- craft’ Plant 


tional Safety Couneil 


a more complete and precise state 


ment of eligibility requirements, 


Iston 


Details may be obtained by 


lo pace Ze 


NSC President, Ned H. Dearborn, presents the Council's Award of Honor to the 
Department of the Navy, which is received by the Honorable James H. Smith, Jr 
Assistant Secretary of the Navy for Air. Left to right: Vice-Admiral F. C. Denebrink 
Commander, Military Sea Transportation Service; Rear Admiral M. F. Schoeffel 
Chief, Bureau of Ordnance; Rear Admiral Henry Crommelir, Assistant Chief of Naval 
Operations; General L. C. Shepherd, Jr, USMC, Commandant, Marine Corps; Rear 
Admiral W. McL. Hague, Commandant, Industrial College of the Armed Forces 
Rear Admiral Apollo Soucek, Chief, Bureau of Aeronautics; Ned H. Dearborn 
Rear Admiral C. M. Bolster, Chief, Office of Naval Research; Hon. James H. Smith 
Jr.; Rear Admiral W. D. Leggett, Jr., Chief, Bureau of Ships; Rear Admiral George 
A. Holderness, Jr., Chief of Industrial Relations; Rear Admiral W. W. Honaker 
Deputy Chief, Bureau of Supplies and Accounts; Rear Admiral H. L. Pugh, Chief 
Bureau of Medicine and Surgery 
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Full Circle Pre-Cast 
Marble Washfountain 


Ww Up to 10 can wash 


simultaneously 


MO , SANITARY WASH 
FIXTURES and SHOWERS 


& Semi-Circular, 
Wall-Type 
Washfountains 


Full Circle Enamel Iron Washfountain, 
Forest Green or White 


Duo (two person) Washfountain 
White or Forest Green 


ie? @ SPECIFY BRADLEYS 


Pe » Maximum Sanitation 
» Economy 


» Preferred by Factories, Mills, Institutions, Schools 


During the past 30 years, Bradleys have become 
recognized as providing economical, adequate and 
Shower top sanitary washing facilities Bradk y Washfoun- 
tains serve clean running water from a central spray- 

head to groups up to 10 washing simultaneously. The 
self-flushing bowl prevents collection of contamin- 
ating water and with foot-control, faucets and faucet 
contacts are eliminated. Space is saved, water con- 
sumption cut 70%, and piping connections 80%. 
Bradley Multi-person Shower Units are compact, 
easily installed and require only two water connec- 
eg tions (hot and cold) and one drain for up to five stalls 
without partitions If your washing facilities are not modern or ade- 
quate, let a Bradley man make a recommendation 


6 wg now. 
BRADLEY WASHFOUNTAIN CO. 


2237 W. MICHIGAN STREET «© MILWAUKEE 1, WISCONSIN 


wt toe BE BRADIEV 


Cotolog Si Wah pountadied 
ay showew 


Distributed Through Plumbing Wholesalers 


5-Stall Bradley 
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Signed Up for Safety 
From purse 117 


contains materials for both man 
vement use and worker distribu 
tion. For instance. representative 
-ubjects for monthly kits for hard 
ealer associations are hous 
pretnises hazards. eye 

hazards. material handling. and 
chick operation This se hedule 
iay be interrupted if special kit- 


FL ire needed because of seasonal 
AMEPROOF MITTS 1 special developments 

These new red Jomac Mitts can easily be identified by supervisory \s an example of the materials 
personnel to insure the use of the correct mitt and thereby prevent provided, in the month devoted to 
injuries. Distinctive color also provides positive identification and housekeeping. the following are 
speeds issuance from the stockroom 


WRITE FOR LITERATURE ON THIS NEW LINE OF RED JOMAC | ement Super 
FLAMEPROOF MITTS—SAMPLES AND PRICES UPON REQUEST eo ige nphlet, in 


rdware 


istrations 

Tholine kee pritip 
itlons Post 
{ housekeey 


vroll enclosure 


vith the same sul 


Supplementary Materials 
Typical of additional material- 
provided to the association for 
distribution to its members as a 
part of the program are the fol 
lowing 
ooklet 


safety signs 


standards (data 
eting the industry 
ontaining data 


adofire prevention pre 


the industry 

Hardware Mutuals also provide 
consulting services on loss pre 
vention to each association enroll 
ing in the program. 

Consulting and other services 
as well as selected loss prevention 
materials. are made available to 
participating associations as a 
public service at no cost to the 
association oor its members even 
though no insurance is carried by 
Hardware Mutuals The only ex 
pense to the association is the 
minor cost of promoting the proj 
ect with its members. keeping in 
terest in it at a high level, and 
distributing materials from its 
ofhies Phe sole purpose of these 
safely programs for retail hard 


ware and implement dealer asso 


M-136 HRL 


ciations is to provide smaller busi 


nesses with a practical service by 


C. WALKER JONES CO. + PHILADELPHIA 38, PA, — ‘!'«) deaths and injuries from a 


Plants in Philadelphia, Pennsylvania and Warsaw, Indiana ents and fires may be preve nted 
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GOGGLE PLATE 


FREES basta) iy 


coo™ 


REGARDLESS OF TIME 
BETWEEN ‘OPERATIONS 


Mechanical 


GOGGLE 
VALVES 


60” x 48” Bailey Valve for hori- No matter how long they remain unused, you can count on these 
zontal gas main. 


valves to provide the tight, positive seal needed for shutting off 
gas mains in emergencies or for repairs. Requiring a minimum 
of maintenance, Bailey Mechanical Goggle Valves operate by a 
powerful clamping force which is applied equally to all points 
around the disc periphery. The goggle plate is freed by the same 
powerful mechanism. The safety and dependability of these valves 
have been thoroughly proved in service in gas washers, gas mains, 
coke plants and boiler plants. Available in sizes from 6" to 72”, 
totally enclosed if desired 


Totally enclosed type Bailey 
Valve for 6 diameter gas main. 





1221 BANKSVILLE ROAD PITTSBURGH 16, PA 


National Safety News. October 1953 














Plans for Managers’ Meeting 
Get Underway 

On FripAY AND SaTuRDAY, Ov 

tober 16 and 17, the Annual Meet 
ing of Safety Council Managers 
will be held in the South Ballroom, 
third floor, Conrad Hilton Hotel. 
Chicago. More than 100 managers 
from 43 states will be in attendance 
for this bigger-than-ever meeting. 
Among matters of vital importance 
to be discussed will be the new 
Federal Charter of the National 
Safety Council, and the implica 
tions of the Charter to the Chap 
ters. 
f At the request of a number of 
managers, several nationally recog 
nized figures in the field of trafhi 
control will participate in the dis 
cussion of the area of responsibil 
ity of local and state safety organi 
zations in trafhe facilitation and 
safety. 

One of the outstanding features 
of the National Institute for Safety 
Council Administration, held in 
Chicago last March, was the 
presentation of step by step proce 
dures in conducting a community 
fund raising program for local 
safety organizations. This presen 
tation will be expanded for the 
benefit of ali managers. Of con 
siderable interest to all will be a 
report on the recent developments 
in devising a national campaign 
for funds. 

On Friday a luncheon will be 
held for managers at 12:30 in the 
West Ballroom. third floor, which 
will feature the annual presenta 
tion of Special Achievement 
Awards to State and local safety 
organizations. Robert R. Snod 
grass, Vice President for Local 
Safety Organizations, will be the 


CROSS NEWS 





spe aker. A reception for managers 
will be held at 5:30 p.m. in the 
West Ballroom of the Conrad Hil- 
ton on Saturday. 

The meeting of the Conference 
of Local Safety Organizations will 
he held Monday. October 19 at 
2:00 p.m. in the Chicago Room of 
the La Salle Hotel, Madison and 
La Salle Streets. This Conference 
meeting will be followed by the 
reception and banquet for man- 
agers and presidents. in the Illinois 
Room. La Salle Hotel. at 6:00 pein 


Aids in Disaster Relief 

When Worcester, Mass... experi 
enced the terrible tornado disaster 
on June 9, the Worcester County 
Safety Council put) all) regulas 
work aside and offered its stafl 
facilities and volunteer workers to 
help out in the big rehabilitation 
program that started immediately. 

Headquarters were established 
in the Council ofhces and Manager 
John Greene directed the job of 
collecting funds. More than 
$1,000,000 was raised and at last 
reports the money was still coming 
in. The Council staff was thanked 
publicly by Relief Chairman 
George F, Booth, who said: “We 
owe a deep debt of gratitude to 
the Safety Council for its generous 
donation of staff and ofhice facili 
ties and for providing headquarters 
for the work of the Central Massa 
chusetts Disaster Committee.” 

The Council News Letter missed 
ene issue but came back strong 
recently with a six-page printed 
edition, featuring two pages of 
tornado wreckage snapshots, inost 
of which were taken by Manager 
Greene and Mrs. Greene. The ple 
tures tell a dramatic story of 





wholesale destruction with 21 dif 
ferent’ photos in the two-page 
spread, Latest reports from the 
stricken city indicate that the 
Safety Council activities are back 


once again on an even keel, 


New Manager for Pasadena 

Lester G. Bock, retired Navy 
captain and lecturer in mechanical 
engineering at the University of 
Southern California since his re 
tirement from the Navy. has ae 
cepted the post of managing dire 
tor of the Pasadena Chapter of 
\s( Born and reared in Illinois 
Bock entered the Navy as a Re 
serve lieutenant in’ World War | 
and remained until his retirement 
after 30 years, in 1947. He is a 
praduate of Columbia University 
N.Y. with a master’s degree = in 
mechanical engineering. He was 
machinery superintendent at Pearl 
Harbor. in charge of 25,000 civil 
lan personne lon December i, 194] 
when the Japanese launched their 
attack. He and Mrs. Bock have 
resided in Altadena for the past 


several years 


Al Wood Is San Jose Manager 

Albert H. Wood, former presi 
dent of the Kansas City Safety 
Council and a member of the board 
of directors and executive commit 
lee for many years. who recently 
lox ated in ( alifornia. has accepted 
the post of manager of the Santa 
Clara County Chapter of NSC, 
with headquarters in San Jose. Mr. 
Wood enters the management field 
with a wealth of prome tional ex 
perience and a fine knowledge of 
safety council probl ms and what 
to do about them. He was a civir 
leader in Kansas City for many 


poo 


To page <e 
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SERIES 1110 
"ACE SHIELD 


FACE SHIELDS 


e » 


veries 1180 ad- 
ustable Eye 
hield. Entirely 
upported by 
eadgear for 


omfort 


fs 
i 


FF 
| 
} || 


etl 
a 


Sturdy 9° x 17 
replaceable win- 
dow offers full 
vision. A choice 
of several types 


and models. 


Pliable, metal 
bound, replace- 
able window 
shields (4" or 6") 
complete with 


sweatbands. 


Dockson offers a full range 


of Head and Eye Protection 
that will reduce your plant 
injury costs. Operators will 
wear Dockson safety equip- 
ment because it is engi- 
neered for comfort and 
durability-—and always 


"Built for Better Service.” 


in all Dockson goggles, 
face shields and helmets, 
safety has been carefully 
built-in along with sturdy 
construction and comfort. 
Every model of Dockson 
protection equipment has 
been designed to meet the 
hazards of the particular 


job. 


Whether for work or inspec- 
tion there is a specific 
Dockson model mode to 
give your operators de- 
pendable safety. Write us 
today for a complete cata- 
log of Dockson Head and 


‘ 


GOGGLES 


Standard quality 
spectacle de- 
signed for fron- 
tal protection 
against impact 


hazards. 


Series 70. Rec- 
ommended when 
corrective 
glasses are, or 
are not, worn. 
Featherweight 


plastic eye cups. 


~C) 


General purpose 
goggle design 
especially suited 


; for chipping and 
grinding pro- 


tection. 


Series 66 Monelite 
Goggles for use 
on Oxy-Acety- 
lene welding, cut- 
ting, lead burning 
and brazing. Eas- 
ily adjustable for 
face width and 
head size. 


Cw Eye Protection. 
y THERE IS A DOCKSON DISTRIBUTOR 


4 NEAR YOU-NAME ON REQUEST. 


3839 WABASH AVENUE, DETROIT 8, MICHIGAN 





THE SAFETY VALVE 


Going to the Congress? 

MACH YEAR a hundred thousand conventions are 
held in the United States and several million people 
go to them. Most of them spend the time more or 
less profitably Some ideas are sure to soak in 
But how many get the most out of attendance 7 

Much attention has been given to putting ideas 
into conventions: much less effort has been spent 
on getting ideas out of them. Attending a conven 
tion profitably is hard work. It calls for a variety 
of skills, plus exhausting concentration 

By this time those who are planning to attend 
the 41st National Safety Congress have received 
copies of the preliminary Congress program. Many 
have already picked speeches and sessions they 
want to take in. 

When you get into a meeting, party ipate, That 
means more than just warming a chair. Alert listen- 
ing breeds questions; ask them during the discus- 
sion period. Don't worry about appearing ignorant: 
youll have lots of company. You may get people 
thinking about your problems. Helpful ideas have 
a way of popping out of unexpected places 

Maybe you ll have something to contribute. At 
any rate, youll get practice in talking before a 
crowd. 

Often you hear fellows say they get more out of 
the bull sessions than they do from the regular 
meetings. That shouldn't be taken too literally but 
informal discussions can be valuable. So. be 
tween sessions, circulate. Talk to people. and listen, 
too. 

At a convention, as at home. you have to eal ap 
proximately three times a day. and here’s another 
chance to get acquainted with people. After a round 
of speeches and discussions you may feel like slip 
ping away for a few quiet moments by yourself. 
But having lunch with someone can be both re 
laxing and profitable. And don’t spend all the time 
at the Congress with people from your own com 
pany. 

Be on the lookout for new contacts. for un 
familiar ideas. At a convention people come to 
gether for a purpose, If you avoid them you miss 
that purpose. 

In meetings, a notebook is the delegate’s best 
friend. Without it, those good ideas you heard will 


be Rone by next Morning Jot down new informa- 
tion, where to go for further data, names, addresses, 
pithy comments, It will keep them on record and 
fix them in your memory 

Of course, you wont overlook the Exposition. 
Its a fascinating place to browse. There are ideas 
to be found there, as well as in the meetings. You 
will find the latest developments in safety equip 
ment and you will get acquainted with men who 
can help you with some of your problems 

When you get back home your part in the Con 
gress hasn't ended. Your boss may not ask for a 
report but its a good plan to write him one any 
way. He may not read it thoroughly but at least 
it will show him you ve been on the job 

Make a concise list of the ideas you've collected. 
Summarize those points which are inportant to the 
company and in your own work, Make it as prae 
tical as possible 

When you've submitted your report, passed on 
ideas to others who can ust them. and followed 
through on things you can do something about. 


then vou ve really attended a Congress. 


P. S.-Our minister recently admitted that he 
frequently dug old sermons out of the harrel. H ell 
editors warm up old pieces, too. The above was 
used in the S-V several years ago. It was adapted 


from something that appe ared in korbes Magazine. 


In This Issue 


Tue supsecr of this months cover was im 
portant enough to make us change our minds aftet 
we had ordered the plates We'd like to be able 
to say that this picture showed President’ Eisen 
hower signing the bill granting the Couneil a 
federal charter. Actually. he signed it next day 
It is reported that he was wearing a different suit 
but otherwise there was little change in the scenery. 

* * « 

If the founding fathers of the safety movement 
had realized the significance of their work, they 
would undoubtedly have left nore complete ree 
ords for the Council archives. Transactions of 
early safety congresses and previously published 
articles provided most of the material for this 
article but many interesting sidelights on the 


Council's history were never recorded Page 108) 


* * * 


“How can | win an award?” many a member of 
the Council asks himself or the Council. Statistician 
Norman Mozley tells what it takes. (Page 114). 


Uprman Buk 
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“RUBBERHIDE” 
Scyely \NNERSOLES 


FOR RUBBER WORK 
SHOES AND BOOTS 


“RUBBERHIDE" Safety Innersoles provide low-cost 
maximum protection against foot injuries due to punc- 
tures by nails or other sharp-pointed underfoot ob- 
jects. They make rubber shoes and boots more thor- 
oughly punctureproof than the heaviest leather soles, NAILS CAN’T GET THROUGH... 


even when jumped on! This protection mean: 


and will last longer than the shoes and boots them- ..,.° nS SS ee ae 


of foot injuries . . . contributes to lower compen 


selves. sation insurance rates. 


—___. TOP-QUALITY SOLE LEATHER.... 
—__- ONE-PIECE, FLEXIBLE SPRING STEEL 


SHEET OF RUBBERIZED CANVAS... 


Foot Contoured — Flexible — Light Weight 





Each ‘'Rubberhide"’ Safety Innersole consists of 
a solid sheet of high-tensile spring steel between RUBBERHIDE COMPANY, INC. 

a layer of top-grade sole leather and a sheet of 71S Whiteheod Ré., Trenton 4, Wt. J. 
rubber-impregnated canvas . . . the three insepa- DATE 

rably bonded together. Made and stocked in all Please ship following “RUBBERHIDE" Safety Innersoles, af 
Rubber Boot and Rubber Work Shoe sizes. $2.25 pair, prepaid 


Safeguard your employees wtih "RUBBERHIDE" 
Safety Innersoles. $2.25 per pair, prepaid. Mail 


the coupon today! (Give Number of Pairs of Each Size Wanted) 


Company 


Distributor Inquiries Invited a 
Address 


RUBBERHIDE COMPANY, INC. | <:, Zone State 


715 WHITEHEAD ROAD, TRENTON 4, N. J. Charge Check Attached Send C.O.D 
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SPEEDI-DRI CORP., 


uy, BE suRE IT'S 


wHEN YOU 8 
SOL-SPEEDI-DR! 


NT 
ou & GREASE assoRrse 


FREE SAMPLE Pill out the coupon and mail today for 


free sample and literature Ey 


Name 
A d Ire ’SS 


SL — 





COMING 
EVENTS 


F Inthe Field of Safety 


Oct. 19-23, Chicago 

Forty-first) National Safety Congres 
ind Exposition (Conrad Hilton Hotel) 
R. L. Forney, general secretary, Na 
tional Safety Couneil, 425 N. Michigan 
Ave., Chicago 11 
Nov. 9-13, New York 

American Publie Health Assn., 81st 
Annual Meting. (Hotels Statler and 
New Yorker) Dr. Reginald M. At 
water, executive secretary, APHA, 1790 
Broadw iy Ne “ York 
Nov. 17-18, Cincinnati, Ohio 

Third Annual Greater Cincinnati 
Safety Conference (Sheraton-Gibson 
Hotel) Kenneth R. Miller, executive 
director, Greater Cincinnati Safety 
Council, 1203 Federal Reserve Bank 


Suilding, Cincinnati 2, Ohio 


Nov. 19, Fort Worth, Tex. 

Ninth Annual Industrial Institute 
sponsored by Fort Worth Safety Coun 
cil and Fort Worth Chapter, ASSI 
‘Hotel Texas) | W Graff, safety 
director, Fort Worth Safety Council 
Majestic Bldg., Fort Worth 2, Tex 
Dec. 4, Oakland, Calif. 

Annual Eastbay Area Trafhe Safety 
Conference. C. W. Dreyer, Green Cross, 
353 15th St., Oakland, Calif 


Dec. 7-8, New Orleans, La. 

Louisiana Safety Conference (Roose 
velt Hotel). Charles E. Doerler, confer 
ence secretary Address cro { iddo 
Bossier Safety Council, Ine., 610 Ed 
wards St., Box 806, Shreveport La 
Feb. 10, Dayton, Ohio 

Second Annual Miami Valley Safety 
Conference. (Biltmore Hotel) Marvir 
Purk, manager, Safety Council, Dayton 
Chamber of Commerce, Biltmore Hotel, 
Dayton 2, Ohio 
Mar. 7-9, Louisville, Ky. 

Southern Safety Conference and Ex 
position (Kentucky Hotel) Ww. | 
Groth, executive director, P. O. Box 
8927, Richmond 25, Va 
March 10-11, Philadelphia, Pa. 

Twentieth Annual Philade Iphia Re 
gional Safety and Fire Conference 
and Exhibit (Bellevue-Stratford Hotel) 
Walter W Matthews managing direc 
tor, Philadelphia Chamber of Commerce 
Safety Council, Architects Building, 
17th and Sansom Sts., Philadelphia, 3 
Mar. 17-18, Indianapolis, Ind 

Central Indiana Safety Conference 
and Exhibit (Claypool Hotel) Jack 


E. Gunnell, director, Indianapolis Safe 
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—a synthetic rubber 
made from acetylene, sulfuric acid and 
salt— possesses remarkable character- 
istics that have revolutionized work 
shoe and safety shoe service and com- 
fort. However, Neoprene is used in 
shoe bottoms in different forms and in 
combination with other substances. 
These different kinds of “Neoprene” 
have different performance features 
to fit different needs, and picking the 
right type of “Neoprene” sole means 
increased customer satisfaction. 

Type “S” Neoprene gives by far the 
greatest wear and protection under 
the most punishing conditions in which 
work shoes are used. Type “S’” Neo- 
prene is produced by E. I. du Pont de 
Nemours & Co. and is fabricated by 
The Bearfoot Sole Co., using an ex- 
clusive process, into the first * and only 
practical sole made of this material. 


Neoprene-Nitrocrepe,** also made by 


Bearfoot, is a micro-cellular shoe bot- 
tom wherein different forms of Neo- 
prene are used to make a thicker, 
lighter sole having the soft, cushiony 
comfort of regular Nitrocrepe. Some 
of the heavy-duty advantages of Type 
**S§”” Neoprene are sacrificed in obtain- 
ing a soft, cushiony work sole for 
those industries where shoe bottoms do 
not take extreme abuse. 


CORTE": their very 
chemical nature, neither of these 


Bearfoot products is subject to the 
usual deterioration from contact with 
sunlight, oxygen, oils, greases, most 
acids and industrial chemicals. Besides 
the safety factor involved, 
teristic results in remarkable long serv- 
ice life for both of these soles in fields 
where conventional soles may deteri- 
orate rapidly. 

Both Bearfoot Type “S” 
Neoprene and Bearfoot Neoprene- 


this charac- 


THE BEARFOOT SOLE CO., INC. 


make the soling of 
safety shoes as important 
as the protective toes 


qu te extra protection and longer 


Nitrocrepe provide excellent insula- 
tion for the foot against temperature 
extremes. In addition to this important 
protection for the wearer, these ma- 
terials do not break down under heat, 
again giving an indefinitely long serv- 
ice life in foundries, road-building 
and roofing work and other industries 
where high temperatures destroy shoe 
bottoms quickly. 


prene-Nitrocrepe will outwear any 
other micro-cellular soling material 
known to us. Type “S” Neoprene, 
which has phenomenal resistance to 
wear, abrasion and cutting under any 
conditions of use, outwears any other 
soling material of any kind known to 
us. This results in substantial money 
savings to buyers of work and safety 
shoes in fields where soles take a lot of 
punishment. Also, through its high 
density and toughness, Type “‘S” Neo- 
prene is highly resistant to cutting, 


wear in industries where sharp grit 
and hot or cold metal chips cut ordi- 
nary soles to ribbons. 


Both types of Bearfoot 
Neoprene soling offer superb protec- 
tion against slippage. Laboratory tests 
—made on many different flooring 
surfaces, both dry and coated with 
water, oil and other substances — show 
oir “S$” Neoprene has a squeegee 
“action that cuts slipping, gives sure- 


Both types of 
Bearfoot Neoprene are fully flexible, 
are supplied in attractive colors, main- 
tain their shape and profile edge in- 
definitely without spreading or de- 
terioration. Bearfoot Neoprene-Nitro- 
crepe is a micro-cellular sole, contain- 
ing countless perfect little nitrogen 
“bubbles” which give this material its 
characteristic light weight, soft floating 
comfort and massive good looks. 


PO aR a Both these fine 
soles are designed for use on safety and 
work shoes. Bearfoot Neoprene-Nitro- 
crepe features light weight, massive 
good looks and cushiony comfort. Bear- 
foot Type “S” Neoprene features long 
wear, excellent slippage resistance and 
high resistance to the cutting and abra- 
sive effect of sharp grit, chips and filings. 
Samples and full specifications on both 


these premium materials are available 
on request. 


“Confirmed by E.1. du Pont de Nemours & Co., Jon. 23, 1952. 


**Bearfoot Neop -Ni 
roperties, must ce 
earfoot micr lor N 


Sade 





, due to its soft cushiony 
te the b of the 


aent.b 








amit ins @ denser form for 


-sole ction end lowur cost is aise evoilable 





under the name » of Bearfoot N 





BOSTON: 183 ESSEX STREET 
J.M. Calvin, Manager 
MILWAUKEE: 1225 WATER STREET 
C. R. Gage, Manager 

ST. LOUIS: 1602 LOCUST STREET 


A TRUSTED NAME ON SHOE BOTTOMS 


F. E. Alston, Manager 


: 2603 PROSPECT BLVD 
E. 1. Stevens, Manager 


- SINCE 1924 READING, PA 


WADSWORTH, OHIO 
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f ounes 20 N. Meridian St I 
! ipolis Tl, Ind 
Mar. 30-Apr. |, Pittsburgh, Pa. 
Iwenty-ninth Annual Western Pent 
t Safety Engineering Confere 
hy t ( Hote William Penn) 


ry H. Brainerd, executive manage 


AUTOMATIC FIRE ALARMS AUTOMATICALLY KEEP “MALL FIRES SMALL TIRE 


Western Pennsylvania Safety Coun: 
605 Park Bldg., Pittsburgh 22, Pa 
Apr. 6-9, New York 

Twenty-fourth Annual Greater Ne 
York Safety Conference and Expositios 
Statler Hotel) Paul Ff Stricke 
Vecutive e-president, Greater Nev 
York Safety Cou 60 East 42nd St 


Ne York | 


April 14-16, Charleston, W. Va. 

Pwentieth Annual West Virgin 
Statewide Salety Conference (harle 
Hook ls managing director West Vir 

i Salety Couneil Ine... 16-1 
Vasonte Building, Charleston 1, W. Va 
Apr. 20-22, Detroit, Mich. 
Michigan Safety Conference (Sher 
lillae Hotel). Jerry E. Moore 
! secretary, ¢ © Corporate ser 
e dt "10 Park Ave Detroit | 
Micl 
May 4-6, Raleigh, N. C. 

Pwentv-Fourth Annual North Care 
Statewide Industrial Safety Cor 
e (Sir Walter Hotel) H. Ss 
saneom, ifety director, North Care 
lina Industrial Commission, Raleigh 
May 6-7, Baltimore, Md. 

Annual Governors Safety-Health Cor 
ference and Exhibit (Lord Baltimore 
Hotel) Joseph A. Haller, director of 
safety, State Industrial Accident Com 
mission, Equitable Bldg... Baltimore 
Mad 


lerer 





Help Wanted! 


Poorly guarded machinery is 
Lost production means part of a profit is gone, permanently. the special target of the Mechan 
; ical Guarding Committee of the 


Only fool-proof answer is a fire alarm system that automatically National Safety Council's Indus 
calls the Municipal Fire Department when an alarm box is pulled trial Conference. Members of the 


‘ r . i? P committee have talked it up with 
or a sprinkler head goes off. A sprinkler system auxiliarized by a ten ntbinaes caniliatanns 
Gamewell Automatic Alarm is the nearest thing you can get to Many machinery builders do the 
- ‘ , . er De th flicti 
100% protection against fire and water damage. In addition, such best job they can. Conflicting 
: ie state laws and competitive market 
an arrangement may enable you to have your insurance policies re- conditions make things tough for 


rated, thus reducing your premiums. _— 
lf you have bought machinery 


For complete protection of your personnel, your plant and within the post five yoors thet 


your production, write for the name of your nearest Gamewell Had no guards at all, or 


representative. It’s easy to add the Municipal Fire Department to Meeted snore quarts to mune 
it safe let the committee 


your fire protection team .. . and it’s good business, too. know about it 


THE GAMEWELL COMPANY, Chestnut St., Newton Upper Falls 64, Mass. The committee badly needs the 


In Canoda: Northern Electric Co., Ltd, Belleville, Ontario ammunition YOU can give Vou 
will not become personally in 
BOOTH 435 volved in the problem, but do 

SEE us AT 7 — write your experience with this 


pre blem to 


Mechanical Guarding Committee 
Industrial Conference 

National Safety Council 

425 N. Michigan 


hi 11 
ENGINEERED PROTECTION FOR Ctlenge 


ORGANIZED FIRE SAFETY 











National Safety News, October, 1953 





ONLY THE bessuecay 
Neoprene Coated Glove “7703 Offers... 


Fully curved, 
comfortable fingers _ 


Also available 
as Model 4703, 
with Neoprene 


Special thumb Coated knit wrister 


Crotch reinforcement 


Ideal for Operations involving Dipping, Splashing or Spraying 

Phe Hood Model 7703 glove gives extra protec- Hood makes a complete line of industrial rubber 

tion and extra wear in the spots that count most and plastic gloves that will help keep your safety 

fingers, palm, thumb crotch and cuff bind. The standards high 

eight of ke glove, however, is held to a mini 

mum. The cuff, designed strictly for protection Write today for our new illustrated catalog fea- 

as an exclusive type of lightweight flexible con turing the Hood Glove Guide, which shows you 

struction, Overall length is 14'2”. “how to choose the RIGHT glove for EACH job”. 


HOOD RUBBER cet Watertown, Mass. 


These Simple Units Add l Up to 

INCREASED PROPERTY PROTECTION 
and 

LOWER INSURANCE RATES! 


RLOCK Ee 
WH BIATICN Be 


Quickly Pays for Itself! 
Phe CHICAGO WATCHCLOCK System is so reliable, 


users are viven lower insurance rates. The CHICAGO System 
enables reliable watchmen to PROVE they're on the job. 

\( It keeps a permanent record of their performance ... YOU 
get extra protection against FIRE, THEFT and SABOTAGE. 


DEFEMSE WORK OR WOT . 
EVERY FACTORY sss Write to 


Send for DUS SENSES m 
FREE booklet CHICAGO Q) 

| WATCHCLOCK 
Division Great Lakes Industries, Inc. 


1524 S. WABASH AVE., CHICAGO 5, ILL 
Offices in Principal Cities 


the oper m of the CHICAGO 
WATE He LOCK Syster nd how this low priced 
re kly with only a screw 
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THE SAFETY LIBRARY 


Books, Pamphlets and Periodicals of Interest 


to Safety Men 


Compiled by Ruth Parks, Librarian, NSC 


BOOKS AND 
PAMPHLETS 


Atomic Energy Hazards 


Biological Hazards of Atomic Energy 
Read at the Con 
Institute if 


Scientists A 


Being the Papers 
Convened by the 
Biology and the Atomir 
sociation, October 1950 Edited by 
A. Haddow, Oxford University Pre 
New York, 1952. 235 p 
The present volume is a colle« 


ference 


$9.00 


tion of 25 papers read at a sym 
posium in England held just three 
years ago. The 
ported is, of course, much older 
It is difficult, therefore, to evaluat 
the information presented because 


information re 


it must be assumed that many of 
the problems are much closer to a 
solution now than they were threes 
or four years ago. 

As far as the safety engineer is 
concerned, the volume does not 
present the kind of 


which will enable him to anticipate 


information 


or deal with radiation hazards 
These must always be the province 
of the specialist. The book doesn’t 
even make a good introduction to 
the biological hazards of radiant 
energy. No collection of papers by 


25 different people, loosely edited 


and poorly written as this is could 


possibly serve that purpose. 

What the book does do, and do 
quite well if one wants to study it 
is present a rather terrifying pic 
ture of the scope of the problems 
face and solve if it 


science must 


is to make radiant energy a safe 


tool for medicine and industry 


Accident Statistics 

Work Injuries in the United 
States During 1951. Published by 
U. S. Bureau of Labor Statistics 
1953. 41p. For sale by the Super 
intendent of Documents. Washing 


(Bulletin No 


ton 25, D. C. 25e. 
1137). 
Aeronautics 
fircraft Safety Belts: Their In- 
jury Effects on the Human Body. 
By Hugh de Haven. Published by 
Medic al Col- 
New VY ork 
(Crash Injury Re 


Cornell University. 
lege. 1300 York Ave., 
21. 1953. 55p. 
port, July 1953.) 

Comparison of Accidents in 

S. Scheduled Air Carrier Pas 
senger Operations. Calendar years 
1951-1952. Published by Civil 
\eronautics Board, Washington 
25, D. €. 1953. 19p. 


Chemicals 

Hydrogen Peroxide. Published 
by Manufacturing Chemists’ Asso- 
ciation, 246 Woodward Bldg., 
Washington 5, D. C. 1953. 7p. 
25ce. (Chemical Safety Data Sheet 
SD-53.) 

Sulfur Dioxide. Published by 
Manufacturing Chemists’ Associa- 
tion, 246 Woodward Bldg., Wash- 
ington 5, D. C. 1953. 15p. 25e. 
(Chemical Safety Data Sheet SD 


ia. } 


Electrical Industry 


Transformer Installations Safe- 
fvainst Fire. Published 
by Factory Mutual Engineering 
Yivision, 184 High Street, Boston 
10, Mass. 1953. Sp. 15ce. (Loss 


Prevention Bulletin No. 15:30.) 


euarding 


Engineers 
Where ls ¥ our Safety Engineer 

Research Report of the Spec ial 
Committee on the organizational 
position of the Industrial Safety 
Engineer. Published by The So- 
ciety for Advancement of Manage- 
ment, 74 Fifth Avenue, New York 
11. 1953. 30p. $1.00, 


Fire Protection 

Fire Safeguarding Warehouses 
Published by National Board of 
Fire Underwriters. 85 John Street. 


New York 36. 1953. L7p. Free. 


Guards 

Vr. Manager Guard Your 
Investment in Pub- 
lished by U. S. Bureau of Labor 
Standards. Washington 25, D. C. 
1953. Free. (Bulletin No. 
164. ) 


Vanpower. 


12p. 


Mines 

Coal-Mine Explosions and Coal 

and Metal-Mine Fire in the 
United States in 1950, 1951, 1952. 
Published by U. S. Bureau of 
Mines. 1953. L3p. Available from 
The Bureau, Publications Distri 
bution Section, 4800 Forbes Street. 
Pittsburgh 13, Pa. Free. (Infor 
mation Circular No. 7661.) 


Fire-Fighting Equipment in Coal 
Vines —Selec tion, Placement and 
Care. Published by U. S. Bureau 
of Mines, 1953. Available 
from The Bureau, Publications 
Section, 4800 Forbes Street, Pitts- 


20p. 


burgh 13, Pa. Free. (Information 


Circular 7662. } 


Piping 
Code for Pressure Piping. 
plement NOI to ASA B31] 
Published by 
Mechanical Engineers, 29 
39th Street, New York 18. 
24p. $1.00. (ASA B31.1a 


MAGAZINE ARTICLES 
Accident Records 

Easy to Keep Rec ords, Tell Ex- 
at tly Hou Much {ecidents Cost 
Us. By H. K. Hilton. 


Vanagement and Maintenance e. Au- 


Sup 
1951. 
American Society of 
West 
1953. 
1953.) 


I actory 


gust, 1953. p. 84. 


Falls 
Watch That First 
August, 1953. p. 32. 


Step. Veat. 
Goggles 
The Eyes Have It. By 


Super ston 


R. M. 


kdmiston. \ugust, 


1953, p. 20 


Health 
Occupational Health Program as 
a Local Health Officer's Opportu 


9 


To page <<) 
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Two Handling Problems Solved 
with Bethlehem Slings 


necessary end-fitungs and hooks. The Bethlehem 


wn here are two entirely different kinds of loads 

in each case the handling problem was simplified 
che Hogs 

of a type that occurs many times 

at the factory in question. The loads are 

! the wire rope slings are small, though 

proved plow grade The Ones 

een in service for more than a 


was taken. Note their excellent 


rger, stronger slings are require 
Iky forging. That big fellow 
the ngging included two eight 


{two heavy grommets, plus the 


BETHLEHEM STEEI 


slings selected for this lift had a load capacity far in 
excess of the tonnage involved 

Almost every lift creates its own problems and 
some are highly technical in nature. But, whatever 
your needs, there 1s always a Bethlehem sling—or 
combination of slings for the job. Bethlehem makes 
every size and type and can readily furnish you just 
what you want 

In cases of doubt, by all means call for one of our 


engineers. He will study your layout, check the lifts 


you make, and recommend the proper slings for 


each and every ob. It is the kind of survey you 


can depend upon for best results at lowest cost 


COMPANY, BETHLEHEM, PA 


On the Pacific Coast Bethlehem products are sold by Bethlehem Pacific Coast Steel Corporation 


Export Distributor Bethlehem Steel Export Corporation 
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New York Green Cross to 


Repeat Colorful Parade 


ate all % 

‘ “Gi : 
iss ' + 
(hee 


/ 


ae 


Walter C. Smith (left) chairman of the Executive Committee of the Greater New 


York Safety Council sketch 
Green Cross Safety Parade to Mayor 


displays a 


Ime ellitteri 


to be used in the 


and W.S.S. Rodgers 


one of the floats 


(center) 


(right) chairman of Trustees of the National Safety Council. The pageant is scheduled 


for a Fifth Avenue presentation on October 17 


Mayor Impellitteri has accepted the 


post of Honorary Grand Marshal 


ORE than 3,000 marchers, 23 
18 floats, 
other 
will swing down New York’s Fifth 


Saturday 


bands. 50) spec ial 


vehicles and display units 


Avenue on afternoon 
October 17, when the 
nual New York Green Cross Safety 
Parade, sponsored by the National 
Safety Council and the 
New York Safety 
on its 33-block route 

Drawing on experience gained 
Miles of 


committee, 


set ond an 


(,reater 


Council. starts 


in last vears “Two 
Safety,” the parade 
headed by W. S. S. Rodgers. chair 
man of the Trustees of the Na 
tional Safety Council, has already 
enlisted greater general support 
throughout the city for this year’s 
parade and anticipates a far larger 
audience than the 100,000 who 
viewed the initial march in 1952 

The parade, designed to give 
dramatic impact to safety practices 
and problems in the world’s largest 
city, will be made up of 70 units 


representing major city depart 
ments. federal agencies, the armed 
forces, utilities, civil de 


public 


fense, fraternal. civic. and service 
organizations as well as New York 
business organiza 


industries and 


tions, educational and religious 
groups 

The decision to repeat last vear s 
successful parade was announced 
early in August in a joint state 
ment by Mayor Vincent R. Impel 
litteri, W.S.S. Rodgers of the Na 
Safety Walter 
C. Smith, chairman of the Execu 
tive Committee of the Greater New 
York Safety 


meeting in the Mavor’s office 


tional Council and 


Council following a 

Mayor Impellitteri is again sery 
ing this year as Honorary Grand 
Marshal and will review the pa 
rade with Ned H. Dearborn. presi 
dent of the National Safety Coun 
cil and Reginald M. Cleveland. 
president of the Greater New York 


Safety Council. Robert Moses 


and 


itor 


Parks 
Construction Co-Ordtit 
lead the 


Commissioner of Cuts 
will 
marshal 


mare h is vral d 


The New York Health Depart 
ment that » 7m New 
Yorkers lost their lives due to ae 


carelessness in 


estimates 
cidents caused by 
1952 and 333.000 sustained serious 
De spite this tragic loss of 
fatality 


was far 


injuries 
life. however. the citys 
rate of FIL.) per 10.000 
below the national rate of O1.1. 
are hopeful 


le voted to 


Sponsors of the par vcle 
that the demonstration 
awakening the public to the in 
of urban living 


this 


creased hazards 


will serve to reduce number 


even more 


The Sponsoring Committee 


Mayor 


to serve 


Impellitteri has agreed 
as Honorary Grand Mar 
shal of this vear’s parade, as he 
did in the 


consented to 


last. and the following 


have serve as mem 


bers of the Sponsoring Committee 


for this vear 


lent, Cham 
ol Queer 


Exes 


\lexander 


lo page 200 


National Safety News, October, 1953 





43%¢ all businesses shut 


down by fite are now as 
oxtinet as dinosaurs. 
Reeords burned, orders destroyed, 
customers lost. better protect 
your business with a KIDDE 
fully AUTOMATIC CO Fite 
Extinguishing System, 


sCaalale 


Walter Kidde & Company, Inc. 
1045 Main Street, Belleville 9, N. J. 


Walter Kidde & Company of Canada, Ltd., Montreal, P. 9 
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Contestant negotiating dim nishing clearance test 


Carrier Drivers 
Show Their Skill 


By W. M. 


Q pire AND SKILLFUL competi 
tion marked the Carrier Driv- 


er’s Contest, recently conducted at 
the Box 
Company Vancouver, 
British 
tested on their 


Universal Lumber and 
Ltd., in 
Columbia. 
safety 


well as driving skill. 


Drivers were 
attitude as 
The tests 
were intended to spotlight hazards 
encountered in daily plant opera- 
tions, where vehicles must be 
driven in an area where men are 
working. Three winners were se 
lected from the 17 
tors who took the test. 


group scored well, and it wasnt 


carrier opera 


The entire 


easy for the judges to pick a trio 
of winners. 
The plant had been the scene of 
many serious accidents, including 
W. M. (Scorry) ALLison is 
Director for the British Columbia 


Lumber Manufacturers Associatio 
Vancouver, B. ¢ 


Satety 


ALLISON 


1946. bach 


contributed to by 


fatalities 


was 


four since 
mishap 
driving carriers unsafely or trying 
to pick up a load with a workman 
standing in front of the vehicle 
Phe tests were all designed to im 
prove carrier driving from = a 
safety viewpoint. 

It has been our experience that 
the drivers of in-plant vehicles 
themselves a 


seem to consider 


group apart from other employees. 
The 


campaigns of course included these 


usual safety programs and 
drivers, but nothing had been spe 
cifically done to create and main 
tain their interest safety-wise. Fur 
ther, any unsafe practices in the 
handling of vehicles exposed many 
men to the danger of injury. With 
these and other thoughts in mind, 
the 
organized 


carrier drivers’ contest was 


contest: consisted of each 


Bill Jordon, of Alaska Pine Company, was 
His 
wife and daughter were equally proud 


the winner of the carrier contest 


of the trophy 


driver different 
tests. 


completing 1 


No. 1: 
peck d to check his machine before 


Contestant was ex 


would normally at 
the starting of his shift. 100 points 
were alloted for a complete check. 


starting as he 


items missed. 

No. 2: This was a pick 
L0-foot timber which was 
blocks, 
yards, 
the front 
ven marker. Points 


were deducted for inches under o1 


deductions for 

Pest 
up of a 
travel 
the 


end 


sitting on carrier 


approximately 100 set 


timber down with 
exactly on a gi 
over the line. He then picked up 
the 


traveled to the starting line, sitting 


same timber and in reverse. 


marker and 


the 


another 


marked as for 


it down on 
again forward 
travel. 

Test No. 3: The driver had to 
pick up the center load of three 
take the load 
the two. turn 
vehicle around. back the 
ting it in exactly the same spot as 
he found it. 
for 


site Ways. 


loads in’ line. oul 
the 


load set 


from be tween 


Points were deducted 
inches he was out forward or 
\ possible Loo points 
was allotted for this test. 

Test No. 4: There 


full loads exactly in line and each 


were five 
load 36 inches apart. The driver 
had to these 
distance of 50° yards 


move five loads a 


and leave 


them exactly in line and each load 


} 


To page 162 
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How to put SAF 


every worker’s lips 


You can’t repeat your safety messages too 
often. And a good way to get in several extra 
licks a day is to use Continental’s Safety Slo- 
gan hotdrinkcups. Each attractive cup delivers 
two practical safety messages that are brief, 
right to the point, and not a bit preachy. And 
these messages reach your worker at snack or 
meal times when he is relaxed and friendly. 
QUICK DATA: Safety slogan cups are available in 6-, 

8-, and 12-o0z. sizes. Made of virgin pulp with 
double-wrapped sidewalls that won't leak... 
keep hot liquids really hot. Series of three cups 


(two messages to each cup) packed in rotation 
for variety. 


S 


CAN COMPANY 


Paper Container Division 
349 Oraton St., Newark 4, N. J. 


BOSTON ®@ PHILADELPHIA ® CLEVELAND © CHICAGO @ NEW YORK 
KANSAS CITY @ ATLANTA @ LOS ANGELES © SAN FRANCISCO 
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Safety engineers from many plants where 
Safety Slogan cups are regularly used tell 
us these little messages from “Oscar the 
Life-Guard” are particularly acceptable to 
workers. 

They can help you put your points across 
too. Ask your paper jobber for full details or 
write Continental today. 





Solvent Degreasers 


From 


also iniportant lhe degreaser 
should be large enough to operate 


ind vol 
Vie hy 


trouble has been experiences d when 


economically for the size 


ume of parts to bn cleaned 


Users have allernpte d to exceed the 
either in vol 


ume of work pul through or size 


capacity of the unit 

of parts to be cleaned. Such prac 
tice leads to high Vapor exposures 
because each time the machine ts 
overloaded, the solvent vapor level 
Then work 


is removed from the degreaser. ait 
solvent 


is lowered when the 


saturated with 


foreed into the 


Vapor Is 


area as the vapor 


ns at varic 


Figure 6 Concentratic« 


tances from edge # ¢ank 


Figure 7 Ventilation f 


bo iling 


jegrease 


ber of conveyor ted 


fan and duct tions 


( 129) 


This 


is called a 


returns. misuse of a de 


vreasel “pumping ae 


tion 

Location of Degreaser 
should be = lo 
subject lo 
should — be 


a large, well-ventilated 


The degreaser 
cated where it is not 
inv cross-drafts It 
placed in 
room (20,000 cubic feet or larger) 
If the 


cases the 


room has windows, in most 


natural draft infiltration 
In basements 


will be satisfactory. 


and rooms without windows. me 
chanical ventilation. providing at 
least five air changes per hour, 
should be provided. 

\ well-designed 


properly 


and operated 


deygreasel! located. con 
serves solvent by retaining it with 
in the tank Solvent 
condensed into droplets which fall 
hack into the boiling chamber. Be 
cause the 


Vapors are 


Vapors are 4.5) times 


heavier than air. a definite vapor 


level can easily be maintained 
Cross-drafts 
vreaser set up eddy currents which 


into the 


across an open ke 


<wirl the vapor room 
draft 


solvent loss and 


to the 


(,reater velocity means 


lhe reas dl 


Actual 


eX Posture operator 


Figure 9 Slot 


Note Juct 


type 


connect 


tests as shown in Figure 5 illus 


trate this.” If the machine must be 
located where cross-drafts prevail 
a shield or baffle should be set up 
Where possible, the shield should 
be 36 inches high although a shield 
as low as 12 inches can be of 


value in reducing solvent’ loss. 
Some machines are provided with 
covers which can be set up as 
shields. 

Phe degreaser should not be lo 
cated near open flames. Crowded 
work should 
avoided, 


Height of 


above the 


sections also bee 


a hand-operated cle 
floor 
platform Is 


vreaser level or 


operating niportant 
and should be between 36 and 45 
This is to keep the op 
erators head well above the top 
edge of the 


tion of 


ine hie - 
machine, Concentra 
solvent) vapor increases 


of the tank is 
approag hed, (f igure 6) At breath 


rapidly us the ed 


oe 
r 


mig Zeon (24 ine hes above the 


edge) on this particular degreaser 


To pase }9] 


Improvement in drainage with 


of rotating baskets 


hood for 


oh: San 


hand-operated degreasers 


niet for pit ventilation 
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DIRTY GLASSES 


like dim lights and dull tools 


are DANGEROUS 


Keep them clean 


q ... With SIGHT 
WT 


the DOW CORNING SILICONE 
treated tissues 


bt 


Promote Your Eye-Safety Program with Sight Savers 
Accidents, work spoilage, lost time directly traceable to foggy 
vision, cost American industry millions of dollars a year. This 
loss could be drastically reduced by making it easy for 
employees to keep eyeglasses and safety glasses clean. 


Sight Saver Cleaning Stations solve this problem. There’s 
no muss, no fuss, no fluids, no wasted time. Sight Savers 
encourage workmen to wear their safety glasses all the time 
because Sight Savers make it so easy to keep their glasses 
clean, and the cost is but a few cents a day. 


Install SIGHT SAVER CLEANING STATIONS 


Quickest and Easiest Way to Clean Glasses 


SIGHT SAVERS are saturated with Dow Corning Silicones to 
simplify cleaning and polishing glass lenses; to give added 
clarity and luster; to keep dirt and oil from sticking to eye 
glass and safety glass lenses. Tissues are just the right size, 
3” x7”; treated both sides. And SIGHT SAVER Cleaning 
Stations are easily installed on metal, wood, glass or tile walls. 
Foolproof, permanently lubricated dispenser eliminates waste, 
issues a single tissue at a time. No maintenance involved. 
Simply insert refill packet as required. 


Preferred by Thousands of Manufacturers 

Tens of thousands of SIGHT SAVER Cleaning Stations are 
in use in every type of industrial plant, in drafting rooms, 
laboratories and offices. Installations range up to 200 units 
per plant. Most Safety Directors specify Sight Saver Cleaning 
Stations because the superiority of SIGHT SAVER tissues has 
been proved by world-wide distribution and habitual use by 
millions of people. 


Notional Safety News, October, 1953 


@ promote safety 
e@ increase productivity 


e reduce waste 


and lost time s 
@ improve morale . 


‘ out 
Save You 


Sigh! 


Lh 





KEEP yOuR 
GLASSES CLEAN 


Available" 


from leading Safety Supply Houses 


Cat. No. 60 Black Dispenser a 
Cat. No. 61 White Dispenser _- $2.50 
Cat. No. 62 Safety Green Dispenser - $2.50 
Cut. No. 65 Refill Packet of 800 tissues $1.45 


*Write Dept. DZ-10 for list of Safety Supply Houses 
in your area. 


DOW CORNING 


eh TSa” DOW CORNING CORPORATION 


MIDLAND, MICHIGAN 





JUNKIN 


The Shield Which 
Commands Operator Safety 


The position of the Junkin 
Electro-Lock Shield is controlled 
by mercury switches. Interlock 
ing power and light circuits will 
not permit the machine to 
operate unless the shatter-proof 
shield is in a completely pro- 
tective position. Affords per- 
fect visibility, and protects the 
operator from flying particles. 
Write for free bulletin No. 103. 


HERE'S HOW 

THE ELECTRO-LOCK 
SHIELD OPERATES 
—permits clear view 
of work, still providing 
maximum protection 


= 
JUNKIN 
JUNKIN = 
SAFETY APPLIANCE CO. 


101 $. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 


Carrier Drivers 
From page 158 
36 inches apart. \ total of LOO 
points for this test and points were 
deducted for any number of inches 
the loads were out of line or any 
variation over or under 36 inches 
between loads, 
Test No. 5: 
pick up a load and park it at an 


The driver was to 
angle convenient for loading it 
into a box car. Points were de- 
ducted from a maximum of 100 
for the number of inches over o1 
under the marker that was placed 
on the ground. 

est No. 6: The driver was in 
“Would you 
move this load back to where you 
left the last load?” 


was given the same instructions. 


structed as follows: 
Kach driver 


This load of lumber did not have 
strips in it and a safe, conscientious 
driver would not pick up a load 
of lumber that was unstripped. 
therefore, unsafe to move. Four of 
the contestants refused to pick up 
the load therefore earned the maxi 
mum marks for this test which 
was 100. 

lest No. 7: This test was 
marked in conjunction with Test 
No. 4. One of the 10 judges posi 
tion was in front of a load of 
lumber that the driver was to pick 
up. The driver lost 190 points if 
he picked up the load. 

The safe practice insisted upon 
in our mills is that the driver must 
stop his vehicle and wait until 
there is no one in front of the 
load to be picked up. 

Test No. 8: 


used in truck rodeos. known as 


Is the usual type 


diminishing clearance test. Pieces 
of 1x2 fastened to blocks of wood 
were stood perpendicular and op 
posite each other, at 20-foot in 
tervals. The first two posts were 
six inches farther apart than the 
total width of the machine and the 
last two posts were two inches 
wider than the total width of the 
machine. The contestant lost points 
from the maximum of 100 if any 
of these 1x2 posts were toue hed or 
knocked down. 

Fest No. 9: Also similar to 
the straight line test used in truck 
rodeos, Markers Welt placed on 
the ground Ih. inches wider than 
the width of the tires on the car 


rier drivers blind side and the 


object was for the driver to drive 
through these markers. a distance 
of 80 yards, without touching any 
of them. A possible LOO points for 
a perfect score on this test. 

rest No. 10: 
examination of the contestant on 
the Workmen’s Compensation 


This was an oral 


Board’s regulations pertaining to 
the driving and handling of in 
plant vehicles. Each contestant was 
timed with a stop watch and the 
average time for all contestants 
was taken as the normal. Con- 
testants lost points if they were 
over or under the determined av 
erage. 

No driver drove a vehicle that 
he had ever driven before. The 
three types of vehicles in general 
use, the Gerlinger. Hyster and 
Ross were available and the driver 
expec ted to choose the type of ma- 
chine that he normally drove in 
the plant. All contestants were 
locked in a room previous to the 
start of the contest and they drew 
lots for order of competing. 

A total of 17 contestants from 
Vancouver Island and the Main- 
land entered the competition, it 
being limited to one entry from 
each company participating. Plant 
elimination contests were held in 
Hany plants to choose the driver 
to represent the company. The 
contest was open to the public and 
several hundred spectators at- 
tended. The total 
completed in about 414 hours. 


contest was 


The winner was William Jordon, 
from the Alaska Pine Company. 
Lid. plant in New Westminster. 
driving a Gerlinger machine. He 
received a large trophy and $25 
in cash. Coming in second place 
was Glen Robinson from the Van 
British 
Products Ltd. 


also driving a Gerlinger. He re 


couver Division of the 


Columbia Forest 
ceived $15 in cash. Coming in 
third place was Peter Zayone from 
the Canadian White Pine Division 
of MacMillan & Bloedel Ltd.. driv- 
ing a Ross Machine. 


was $10. 


His award 


Each contestant also received a 
crest suitable for wearing on a 
jae ket or sweater 

Prizes were awarded to the win 
ners by D. G 
Safety Committee, British Colum 
hia Lumber Manufacturers Asso 


elation 


Allison, chairman 


National Safety News, October, 1953 





NEOPRENE SOLES 


add durability and comfort to 
Knapp “SAF-TEST” SAFETY SHOES 





Neat and comfortable 





Tough and durable 


DU PONT NEOPRENE 


The rubber made by Du Pont since 1932 


le us ve 


BETTER THINGS FOR BETTER LIVING 
THROUGH CHEMISTRY 
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Courtesy. Knapp Brothers 
Shoe Manufacturing Corp 
Brockton, Mass 


Steel toe boxes and sturdy construction give Saf-Test shoes the 
critical approval of safety engineers. These handsome shoes 
take top honors in comfort, too, with their patented Aerotred 
innersole that cushions every step and provides resilient sup 
port to the arches. And, for the winning combination, rugged 
neoprene soles assure long-lasting service 

Neoprene soles bring added safety and endurance underfoot. 
Flexible and tough, these trim soles can take severe abrasion 
without cracking or chipping . . . withstand heat without sof 
tening or losing their sharp profile. And neoprene’s resistance to 
oil, grease and chemicals pays off in exceptional durability on 
industry's toughest jobs 

When a sole offers such advantages, a fine shoe 
becomes even better. That's why so many top- 
quality safety shoes today feature the comfort and 
extra long wear of neoprene soles 


SEND FOR FREE BOOKLET 


I du Pont de Nemours & Co (Ine 
Fubber Chemicals Div N&-10, Wilmington 98, Delaware 

Please send me your booklet which contains informatson about 
neopre ne soles descriptions of neoprene s unusual properties and 


superior q ralities 


Position — 














WHY 


RISK A TRAFFIC 


ACCIDENT 


IN YOUR PLANT 


Because of Blind Corners 


Klear- Vu 


Safety Mirrors 


for 


Industrial Use 


* Klear-Vu Safety Mirrors 
designed for use 


ners, cross aisle 


are 


in factories 
and warehouses where blind cor- 


intersections, 


entrances and exits present a 
safety problem because of traffic 


accidents. 


* Mounted at a height of 8 to 
10 feet, Klear-Vu Safety Mirrors 
clearly reflect the movement of 
oncoming floor traffic from oppo- 
site direction—thereby removing 
principal cause for collisions. 


¢ Mirrors are easily 
and adjustable for any desired 
angle. They are also adaptable 


for outdoor use. 


installed 











Style 

Circular Convex Glass 
Circular Convex Glass 
Circular Convex Gloss 
Flat Glass Rectangulor 
Flat Glass Rectangular 


No. Dimensions 


120 
180 
240 
918 
1640 


Dia 
Dia 
Dia 
x 18 
x 24 








Write for bulletin: 


Lester L. Brossard Co. 


540 N. Michigan Ave. 


Chicago 11, Ill. 








A Rich Reward 


By JULIUS A. DRAPER 


THe SAFETY MAN'S JOB can be 
made to look very difheult. But 
few jobs can give such a rich re- 
ward in a spiritual sense when 
things go well. We believe the co 
operation of our workers” with 
safety personnel and with line su- 
pervision to be responsible for the 
safety record achieved by Con- 
solidated’s Wayagamack division. 

From April 1, 1952 to May 6, 
1953, the 1,235 employees al 
Wayagamack chalked up 3,197, 
801 man-hours without a lost time 
or disabling injury. For this 
achievement, the National Safety 
Council awarded the Award of 
Honor. Presentation of the award 
was made by Frank Pater, repre- 
senting the Council, during a cele 
bration held recently in the Colo 
seum at Three Rivers, Quebec. 

The Honorable Maurice Du 
plessis, prime minister of Quebec, 
and George Hobart, president of 
Consolidated, gave short talks to 
more than 4,000 employees and 
their families who attended th 
festivities. 

Our group of mills has reduced 
the accident frequency rate dut 
ing the past few years. Our best 
year. by more than 30 per cent 
was 1952. Since July 1. 1952 to 
the present, the Corporation rate 
is close to 2.0. Our frequen vy rate 
for the first five months of this 
vear was 1.2. 

To reduce the accident rate, we 
have two fundamental tasks: 


1. Eliminate dangerous conditions 


Eliminate dangerous practices 
“Eliminate” is an ideal we can 
aspire to and strive for, but can 
never attain. In the past few years 
rreat deal of striv- 


we have done a g 
) 


ing and aspiring 

In an effort to do away with 
dangerous conditions, we have 
improved the plants to such a de- 
gree that they resemble their 
former selves only in general out- 
line. Our aim was efficiency. 

W © have been hammering away 


at responsibility of line super 


Junius A. Draper is Director of 
Safety for Consolidated Paper Cory 


L.td., Montreal, Canada 


vision. This training. especially 
in the foremen group, has resulted 
in better attention at departmental 
level to the little physical fault- 
dangerous conditions, that cai 
and should be corrected as a mat 
ter of course at foreman level. 

Then we tackled the more difh- 
cult problem of dangerous prac- 
tices. Here again we held line 
supervision responsible and a 
good part of our training has been 
directed toward our superintend 
nt and foremen groups. 

While accent has been placed on 
supervisory training, we have not 
neglected our workers. We try to 
have each of our men in for a 
safety meeting once every 16 
months in groups of 20 to 40 men. 
The responsibility of the individ- 
ual is stressed at these meetings to 
impress the worker with his part 
in the safety, security and well 
being of himself and his family. 
We have achieved audience par 
ticipation through a quiz session. 
with token prizes. We have fun 
at our meetings. 

Perhaps our most important 
meetings are those at which no 
minutes are kept, no attendance 
taken and no so-called training 
aids used. I refer to the short, in- 
formal meetings held by foremen 
with their men. No foreman is re- 
quired to hold such meetings, but 
we let it be understood that we 
consider it to be a mark of good 
le adership to do so. We tell each 
supervisor that before he is pre- 
pared to meet with the men on 
the safety subject. he must be 
convinced and feel it is the right 
and necessary thing to do. 

We believe we have had some 
success in training our men, and 
1 refer to all our men, managers 
We do not believe the 
job 1s completed. This job of 


included 


safety education will never be fin- 
ished. But we do believe we are 
on one of the right tracks. Train- 
ing to have the job done correctly 
is safety training, whether safety 
is mentioned or not. Prevention of 
accidents is the result of safety 
conscious workmanship. 
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STUDY OF ACTUAL FALLING SEQUE 


. use rae ORSAFE. 


the new anti-slip floor dressing 
See us at the Protect your place of business from crippling falls. Floorsafe gives your 


floors ''Traction-Action."' 
af a _ ; 
2 ety Show Anti-slip synthetics with a high coefficient of friction are used in the 
p sy j 
Booths manufacture of this new floor dressing discovery. 
224 and 225 Floorsafe is approved and recommended by major U. S. insurance 


companies. Call, wire or write. 


MASURY-YOUNG COMPANY 


76 ROLAND STREET - DEPT. 51 - BOSTON 29, MASS. 
BRANCH OFFICES IN PRINCIPAL CITIES 
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Slide Kelly Slide has no place 
in your plant... it’s Fine on 
the ball field, but members of 
your organization slid- 
ing on slippery floors 
_ are never safe... Slid- 
ing accidents keep safe- 
ty costs high... mar 
perfect safety records. 


Canfield 
OIL-SPUNJ 


Keeps Floors Dry.. 


loit Free... 
j Stops Sliders . 


Keeps Your 
Safety Record 
Good 


CANFIELD OIL SPUNJ 
Helps Reduce Costs 3 
Ways By Providing: 


1 Lower weight per cubic foot — ab- 
sorbs more oil per |b. of weight. 


2 Greater floor area coverage... 
a little goes a long way. 


3 Greater Soluble Oil retention. 


SEE OUR EXHIBIT — BOOTH 28 
CONRAD HILTON HOTEL— OCT. 19-23 


KILLS FLASH 
FIRES TOO! 


CANFIELD OIL COMPANY 
General Offices: Cleveland 4, Ohio 
PLANTS CORAOPOLIS, PA. CLEVELAND OHIO JERSEY City NA 


Western Ice Plant 
Cools Off Accidents 

\ 50 per cent reduction in an- 
nual plant insurance premiums. 
This has been accomplished by the 
Crystal Ice and Cold Storage Com- 
pany, of Sacramento, Calif. The 
company gives full credit for the 
reduction to their organized safety 
program, instituted in 1949, 

The concerted program was 
started after 1948 saw the insur- 
ance carrier for this company pay- 
ing out, in claims, more than six 
times the total value of Crystal 
Company premiums that year. The 
loss ratio, per cent of company 
premiums paid out in claims by 
the insurance carrier, was a pro- 
hibitive 645 per cent. Organized 
safety reduced this figure to 31% 
per cent, in 1952. 

This company operates a 60-ton 
ice tank. a field car icing and pre 
cooling department, and close to 
750,000 cubic feet of cold storage 
space. The working force consists 
of 26 year-round employees, with 
an additional 25 to 30 casuals 
taken on each summer, to help over 
the business rush-period. One fly 
in the safety ointment was the fact 
that the majority of these summer 
employees were different individu- 
als each year. Also, they worked 
in the field, away from the plant 
operation, so proper supervision 
and safety training was somewhat 
of a problem. 

An analysis of the poor 1948 
safety record showed definite 
weaknesses in employee relations. 
In an effort to overcome this, all 
employees were interviewed indi- 
vidually, and a general meeting 
was called. When the problem was 
submitted for discussion, it was 
found the employees were willing 
to cooperate in a safety program if 
management would take the lead 
and lend full support. These inter 
views are now given annually, and 
each employee has an opportunity 
to make suggestions or criticisms, 
and also to presnt his individual 
problems to management. 

A social club was organized, 
with ali male employees, including 
management, invited to join. Fre- 
quent activities are scheduled, 
year-round, and attendance has 
averaged 85 per cent at the 
monthly meetings. A general safety 
committee, composed of super 


Visors and members of Manage 
ment. functions under club aus- 
pices. Plant workers make up an 
investigating safety committee. 

A different safety theme is used 
each month, and appropriate 
movies and talks are scheduled at 
the monthly At the 
Christmas meeting, A. R. Carsten- 


meetings. 


sen, company president, informs 
members of the status of the com- 
pany, current problems, and plans 
for the coming year. 

Many physical changes have 
been made in the plant, and equip- 
ment is painted in accordance 
with the national safety code. Each 
year, a safety contest among the 
three plant departments is spon- 
sored by the club. Prizes run the 
gamut from cash awards to house- 
hold appliances, and the company 
foots the bill for these prizes. 

A mimeographed house organ 
is published monthly, and this is 
mailed to the workers’ homes a few 
days before each monthly meeting, 
to acquaint the entire family with 
the safety program. The paper in- 
cludes current news of the in- 
dustry, personal notes, safety and 
club news and an editorial. 

When a new accident takes place 
where a man might have been in- 
jured, but where no injury occurs, 
an accident prevention form is 
filled out by the supervisor and an 
investigation follows. The com- 
pany reports this procedure helps 
bring to light hazards and danger- 
ous practices which can be cor- 
rected before an injury occur®rs., 
Safety posters stressing the cur- 
rent monthly safety theme are dis- 
played throughout the plant, and 
also at work sites out in the field. 
\ppropriate posters are displayed. 

Individual safety award pins, 
made available by the National 
Safety Council, are presented at 
the monthly club meeting imme- 
diately following completion of the 
required no lost’ time injury 
period. The insurance company 
provides cards stating the number 
of days worked since the last lost 
time accident. 

The Crystal ¢ ompany attributes 
the safety record improvement to 
the organized program begun in 
1949. In four years, this 26- 
employee plant reduced its annual 
insurance premium from $4,000 to 
$2,000. 
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WOOL PATCHES ON COATS BY KIMBALL 
GIVE ADDED PROTECTION 


Kimball's new woolen 
Coats with side button opening for 
greater safety — Aluminized wool 
patches which retlect away intense 
heat and insure longer fabric lite 
with xreater wearing Comfort, arc the 
Kimball 


latest additions to the 


Safety Clothing Line. 


The Aluminized patches can be 
placed anywhere to suit the purchaser 
These coats come in all sizes. 


Olive Drab: 18 oz. serge, 


20 oz. Melton, 32 oz. Melton. 


Navy Blue: 20 oz. Melton 


OTHER KIMBALL SAFETY PRODUCTS 


Eye 
Spectacle Goggles, 
Welding Goggles, 
Composition Goggles, 
Sideshields 

Hand Protection: 
GLOVES 
Welder’s, Asbestos, 
Steel Stitched. 


Body 


CLOTHING 
Wool, 
Cotton 


Protection Protection 


Flam proofed 


LEGGINS 
Leather, 


& SPATS 
Asbestos, 


Hlameprooted Cotton 








APRONS 


Leather, 


MITTENS 
Ww elder s, Asbestos, 
Steel Sutched. 


Asbestos, 


Flameprooted Cotton. 


1953 














5 hoe 1953 Poster Directory 
contains miniatures of 
7906 posters top-notch selec- 
lions on a great variety of 

subjects. Extra copies avail- 
ACCIDENTS "a - y able at 50 cents each write 


Membership Dept.. N.S.C. 


1 i hh 
on t just appen Posters miniatured in these 


pages are new shown here 


they ARE CAUSED! for the first time. 


Those posters illustrated in 








UMBO POSTER tor NOVEMBE one color on the following two 


The Jumbo poster, issued monthl, is desrqgned for td se ong 1s ava we te memee aire “— a | ll F le | i 
on annual subscription but « mot stocked Ite oct e ’ by pape s are actula y pr Hrlted in 


two or more colors. 


ay 


Reeliden’s dont sist happen 


aT SAFE 


weer pretection 
when needed 














25x38 


wars ’ bove ( poster ved monthly, is 

the off ’ posters 

wing pages 

The two new four-color vosters above 
in the 1953 Poster Die tory 


Electrotypes of poster miniatures on this page are not available, nor can payroll inserts be supplied. 
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Posters below are printed in two or more colors 


(Available only in sizes indicated) 


Nature gave you 
TWO 


EYES 
3 
ir». \ ‘ /~ 
* 


— 


' 


7 


8'2x1T!2 


| STRONGLY ADVISE 
AGAINST REACHING 
700 FAR OW 
A LADDER! 


8'2x11!2 


7 


“CLEAN UP 
| TIME 


is ALL tHe time 





SMART TALK 
te | 
SAFETY T00 i 

The way that guy } 
| drives makes my 
Mair stand on End! ; 


= . 
a : 
ees Orn ers re es 


a” wart a ave ~ wa One earery “« 


17x23 9928-B 17x23 0008-A B'axIT', 
Electrotypes of payroll inserts can be furnished in all poster illustrations shown above. 
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Posters below are printed in two or more colors 


(Available only in sizes indicated) 





j 
N. 
Ritting your 
nands in the 


wrong places 
Causes trouble. |\ 


tes 
Especially when ee R 
ing | Im \tt 
nari! ge = A+ if iv pL ATFORMs 
; d nN aaa SZ 


CLEAR! 

















8'2x11'2 





| WERE'S THE HEEL THAT 
GOT ME INTO FROUBLE!/ 





“e 6 4 


WALKING OR 
DRIVING ? 


\ 
BE ON [GUARD ! | 

















vowr wear Wet ues on te 70B! 


IMAL Bare 


8'2x11'2 T-9978-B 17x23 


LEO THE LION 


MES BOUND TO BE AT THE HEAD OF THE LIME 
someone stew o ; OR ELSE WELL BUST WES BRITCHES 
nn ari cied GET OUT OF MIS WAY, 1 FOU VALUE YouR SPINE 
MS VICTIMS Lite THE DITCHES 


LATY DRIVER 


NATIONAL earary eeuners seaee Ps spe potgag THOMA, earary counci 
V-0028-B 17x23 V-0027-A 8'2x11'2 V-9966-A 8'2x11!2 


Electrotypes of payroll inserts can be furnished in all poster illustrations shown above. 
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Why Shin- toughening 
PREVENTS ATHLETE’S FOOT 


SHOES CAUSE ATHLETE'S FOOT 


yl The modern shoe is the main cause of 
‘N2 athlete’s foot, says the U. S. Public Health 

pe a Service (Bulletin R-674). Shoes soften and 
devitalize the skin. This soft, dead skin inside a warm 
dark shoe is ideal soil for the growth of athlete's 


foc t fungus. 


FUNG!S SPORES ARE EVERYWHERE 


The fungus spores, or seeds, are as Common as dust. 
Sone of them are on the skin almost all the time. 
And when the skin’s resistance is low, they grow 
and multiply. The result is athlete’s foot. 

The chief danger of athlete's foot is that it causes 
cracks in the skin. More dangerous germs can then enter 
the blood stream. Serious secondary infections may result. 


WHAT IS 


ONOX is an odorless, non-poisonous solution of 
five beneficial mineral salts. Both laboratoryt and 
vontrolled tests show that Onox toughens the skin 
and makes it resistant to fungus attack. 

Pease Laboratories, Inc., New York, N. Y3 


1T’S EASY TO USE 


Onox is used in a soft sponge rubber mat. One mat 
serves 50 bathers ona shift. Stepping on the sponge 
(after showering) forces Onox up between the toes, 
where it is needed. A good percentage of the salts 
stay on the skin, even after drying with a towel. 


DISINFECTING THE FEET WON'T HELP 


Attempts to disinfect bathers’ feet are 
“futile, illogical, and potentially harm- 
ful,” according to skin specialists.* 
You can't kill all the fungus spores, 
and you may weaken the skin still 
more by trying to kill them, 


> 
a 
uw ? 


WHAT IS THE ANSWER? 


Skin specialists say that the best chance of prevent 
ing athlete's foot is to build up the skin's resistance 
to fungus attack.* A strong healthy skin is your best 
defense against the ever-present fungus spores. 
That is the basic principle of Onox skin-toughening. 


*Archives of Dermatology & Syphilology, April, 1942. 


ONOX? 


MEN LIKE TO USE THE MATS 


The sponge mat is pleasant to step on. It is neat 
and attractive—no splash, no mess. And Onox is 
very refreshing to tired, aching feet. 


FREE BULLETINS AND LEAFLETS 
Free bulletins are sent you each 
month. These, along with easy- 
to-read leaflets, explain the need 
for skin-toughening. Customers 
report excellent results with this 
free service material. 


Onox skin-toughening is used by over 70% of the largest manufacturers in the U.S.A. 
| — 


TRIAL OFFER... We will ship any amount of Onox and footmats for 


60 days’ use. If you and your men are not more than satisfied with 
results, you owe us nothing. For further information, write, or 
send coupon. 


ODORLESS 


EASY TO 
MAINTAIN 
NOTHING 
PO GET OUT 
OF ORDER 


Onox, Inc., 119 Second St., San Francisco 5, Calif. 
‘Warehouses: Brooklyn, Cleveland, New Orleans, Los Angeles) 


Send free catalog—no obligation—about Onox. 


We have showers. We plan to have showersa 


Name Terr eT eT: 


COMPANY .scccccccccccccecesesecessccsssssssesseesseeee 


COST IS SMALL— 
ic PER MAN PER WEEK 


ABASGGE 6.06: 606690 00065606 006050004000600000000006808000 


Ee rere 
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WASHING 
FOUNTAIN 


Quotable Quotes 
» «+ From DR. J. L. ROSENSTEIN 


It is easy to evade lack of assurance by wishing things we 
do to be right and then believing them to be right. 


Leading industrial doctors advise immed 
ate washing with plenty of running water 
the best first aid treatment for any chem 
in the eyes. Records prove that washing wi 
water for ten minutes or more. close to the 
accident is necessary to reauce or elimin ste 
eye damage 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher 
ever chemicals might be lodged. Sanitary white 
baked ename! bow! is resistant to most fumes 

Over 500 industrial plant installations have 
been made to date 

Write For Details 


Delusions are beliefs in things which have no basis in fact 
Delusions of being ill, of being great or strong, of being 
cheated of ideas or inventions, of not receiving due credit for 


achievements are those most common in industry. 


All persons who are now insane (without organic causes) 
were at one time sane, Ali normal persons use psychological 
defenses. lt Is when psy hological defenses are used too long, 
too often, and too well as an escape from real life and its 
VALVE NEW difficulties that they are harmful and may lead to a condition 


yey ony EMERCENCY called insanity. 
SHOWER 


Self-Closing 


* ” * 


Personality is the way a person does things. It is the sum 
total of the reaction patterns or reaction organizations at the 
disposal of a person. This includes all his manners, manner- 
isms, idiosyncrasies, etc. 


2 * * 


Personality is too often judged through an analysis of some 
one’s behavior, to which is added the examiner’s prejudices of 
what are good and bad, desirable and undesirable, likable 
and distasteful. 


The B & A Shower is the . * 
quickest and most satisfac 


tory way to saturate a work If industry finds it worth while to take inventory in order 


er with gallons of water the 
{instant an accident occurs, to prevent a dis 
figuring burn—even a fatality 
Special shower head, no holes to « log—can 
be used where unfiltered water prevails 
Write For Details 


GLASS 5 
t » 
AND Cue mere 


to discover what lines to enlarge upon or eliminate, then it 
should be worth while to take personal inventory for the pur- 
pose of eliminating undesirable tendencies and enlarging upon 
desirable behavior lines. 


. * 


If one subordinate in an organization cannot face you with 


ONSPieuvRiNG a difficulty, then there is something wrong in the relationship 
FACIAL CUTS »victt . _ anageme > e 
ine gunna! existing between management and employees. 

The executive who cannot admit his mistakes to himself or 


ANO . Rae . . ° : Ass 
often BuRNS to his subordinates without loss of dignity is in need of 
ON neo 

AND 680 


$ 
$ anne 
Tn WHEN -7€0 


T é 
neh g orth 
Gunes, purl SAF.T-BAGS 


are widely used for the safe 
handling of glass bottles con * . . 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying Dr. J. L. Rosensre 
glass when unprotected bottles Coral Gables, Fla., and formerly Professor in the Department of Man 
shatter 

Wiite For Details 


personal inventory. 
. 
Respect, admiration, and loyalty are not given to the pom 
pous, self-important person. Ridicule, caricature, and mimicry 
are usually accorded him. We respect, admire, and are loyal 


to the man higher up who is a “regular fellow.” 


Aside from providing economic security, work provides an 
outlet for mental, emotional, and physical energy. 
\ is Industrial Psychologist, University of Miami 


igement at Loyola University, Chicago. These excerpts are from his 
One Day Course in Human Relations for Supervisor 


5 PINT 
}] GALLON 
$ GALLON 


BENSON & ASSOCIATES. INC. 


P. O. Box 7542, Dept. N.S., Chicago 80, Ul 
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PUT 


ARO-BROM... 


ON YOUR 
PLANT 
PROTECTION 


This powerful germ killer offers every desirable fea- 
ture for a safe, effective, all-purpose germicide. Aro- 
Brom, G.S. now offers positive, uniform protection against 
both E. Typhiand Staph. Aureus, the two main families of 
organisms causing costly infections. It has a wide range 
of non-specific kill. Non-toxic and non-corrosive, it has an 
agreeable odor. An excellent deodorant, it cleans as it kills. 


SUGGESTED USES 


1. As a disinfectant wash for TOILET BOWLS, URINALS, 
LAVATORIES, SHOWER AND LOCKER ROOM FLOORS, 
LOCKERS, WALLS, TOILET SEATS, etc 

2. \In recommended solution it is an excellent control for 
ATHLETE'S FOOT. 

3. To eliminate danger of infection in community apparel 
such as MASKS, GOGGLES, HELMETS, RUBBER BOOTS, 
GLOVES, etc. 

4. \t is the ideal general disinfectant for PLANT DISPEN- 
SARIES. 


The scheduled use of Aro-Brom is an inexpensive 
sanitation program that rapidly pays off in increased 
personnel efficiency. Triple-action Aro-Brom actually 
reduces maintenance costs for it replaces individual 
cleaners, germicides and deodorants. A_bacterio- 
logical certificate is sent to you on every shipment. 
This is your guarantee of positive germicidal control 
in solution. Ask your G-S representative or write us to- 
day for complete details on Aro-Brom, G.S., the only 
all-purpose germicide offering uniform effectiveness. 





Se the Gerson-Stewart Corp. 


Ca Sanitation Specialists Since 1914 + CLEVELAND 4, OHIO 


Te 





National Safety News, October, 1953 





Ste 8 e————————— ee 


Safer, Economic Hauling 


Vul-Cork 
means safety. . 

and 

always has. 

But more 

than that, 

Vul-Cork was 

the first 

“floating” 

cork and 

rubber sole 

on the market, 

an energy- 

saving factor Pik PROBLEM of daily transporting incoming material across the 


: busy Lineoln Highway (US 30) from one part of The Autocar Com- 
that is F 
, pany in Ardmore, Pa., to the other has been virtually eliminated by 
important the erection of a new unloading dock. Autocar engineers solved the 
to workers trathe problem, erased a hazard. speeded up production, and reduced 


materials handling costs. 


and The new unloading dock extends back 60 feet from the East side 
management of Greenwood avenue south of the Lincoln Highway and can 


: odate two over-the-road tractor trailer vehicles at the same time. 
alike. 
A concrete floor slopes back from pavement level so the floor of the 


trailer winds up just about flush with a 26-inch high platform. 


accom 


There are two loading and unloading dor kboards, one on eat h side 
of the dock. Each is an eight foot wide platform with a floor of 
!y-inch steel and a six-inch movable leaf of the same material on the 


specify front end. To permit fork lift trucks to ride smoothly onto vehicles 
of any height. for removal of cargo the whole dockboard can be raised 
al ; : 
or lowered by a hand lever with the ease of operating an automobile 
hand brake. 
Though these dockboards, with their steel plate, weigh 1200 pounds, 
-_ they are easily moved by a pulley and counter-balance arrangement 
using an 842 pound weight. Both of the dockboards can comfortably 
accommodate loads up to 8000 pounds. 
be EOPREN t The whole dock, surrounded with a three-foot cable fence for safety 
can park the longest tractor trailer units without having any part of 
SAFETY SOLES the vehicle extending over the sidewalk at its entrance. 


Autocar, when ordering supplies for the assembly line, tire shop 


cab assembly units and other departments on the south side of the 


Anti-Slip - won't pick up chips 
. light, resilient, flexible. 
Vul-Cork Neoprene resists oil, 
grease, acids, hot metals. 
Write for samples. 


highway, specifies delivery on the Greenwood avenue dock. 





New York Convention The Greater New York Safety 
New York's L954 safety con Council, sponsor of the event, an 


CAMBRIDGE RUBBER CO. vention and exposition will run nounced the election of George E. 


Vul-Cork Div., Taneytown, Md. five davs instead of the usual four. Decker, senior engineer of the 
The convention. the twenty-fourth Aetna Casualty and Surety Com 


. mak f ; 
ae Vul-Cork annual will be held April ’ pany. as general chairman for thre 


through 9 at the Hotei Statler. L954b convention and exposition. 
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HERE’S A 


CANVAS GLOVE 


WITH A 


Safer, Surer 














AND GUARANTEED 
TO SAVE YOU MONEY! 


In a series of gripmeter tests of “Plastic-Dot” versus regular canvas 
gloves, Sailor White, the famous strong man, more than doubled 
his gripping power when he wore “Plastic-Dots.” 


Riegel “Plastic-Dot” work gloves are guaranteed to outwear two 
or more pairs of heavy canvas gloves. They will save you money 
on any operation where you are now using any weight or make of 
regular canvas gloves. At the same time, they provide a safer, surer 
grip... with full working comfort 


See for yourself how this amazing glove wears and wears! Send for 
a free pair for testing, together with full information and complete 
list of local distributors. 


“PLASTIC-DOT” cove ; 


Trade-Mark 


GUARANTEED TO OUTWEAR TWO OR MORE 
PAIRS OF HEAVY CANVAS GLOVES 


Now in a wide range of styles... stocked by over 
1,000 distributors from coast to coast. 


RIEGEL TEXTILE CORP. + 260 Madison Avenue * New York 16, N.Y. * Atlanta 
Boston * Chicago * Cleveland * Dallas* Jackson (Miss.)* los Angeles» Pittsburgh 
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FREE 
SAMPLE 
SWATCH! 


4 


RIEGEL TEXTILE CORP., 260 Madison Ave., N.Y. 16 
Send me free sample of Riegel ‘’Plastic-Dot’’ work glove 
fabric and list of distributors. 


Name —— sadism 
Co 
Address 


State 





JUNKIN 
STRETCHERS 


STRETCHER CASE 
$2380 5°. 


ADMDOSMDHYD 


YOUR 
PLANT 
NEEDS 

STRETCHERS 


The Junkin Stretcher Case affords a con 
venient and compact cabinet for storing the 
army type stretcher, blankets and first aid 





equipment. It provides a definite location for 
the equipment and protects it against the 
deteriorating effects of dirt and grime. And 
because it's compact it's a SPACE SAVER 
too! Comes fully equipped if desired 


aS = 


JUNKIN SPLINT-TYPE STRETCHER 


Construction permits patient to be carried 
horizontally or lifted vertically without 
danger from inaccessible locations. Canvas 
straps and footrests keep : 
patient rigid and comfortable 

For complete information write 

for free descriptive literature 


“JUNKIN J) 
| ENGINEERED \ 
J U ” KI & =e | 


SAFETY APPLIANCE CO. 
101 $. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 


Award Recognition 


From page 115 
very impressive. All personnel 
now striving for Award of Honor. 
lirst employee to injure himself 
will probably be tarred and feath- 


ered hy fellow workers.” 


Il. Plan provides equitable 
basis for evaluating experience 

As one example of how the 
Award Plan distributes the awards 
on a fair and equitable basis, con- 
sider four plants of the Squiggler 
Corporation and compare their 
recognition under the Award Plan 
with their recognition under the 
rules set up by most of the Sec 
tions for conducting their various 
contests. 

The A Plant receives a Reduce 
tion Award in the Sectional Con 
test because its 1952) frequency 
rate was 90 per cent lower than 
its rate in a prior period and was 
only one-third as high as the aver- 
age for its group. It similarly re 
duced its severity rate, although 
the Contest Rules did not con 
sider this. It received only a Re 
duction Award because its fre 
quency rate was not one of the 
three lowest in the industry. Un 
der the Industrial Award Plan 
such oan excellent performance 
would have qualified it) for the 
Award of Honor or for the Award 
of Merit, depending upon the 
amount of exposure involved. 

The Bay Plant also receives a 
Reduction Award in the Contest 
Its 1952 frequency rate of 10.16 
was slightly lower than the group 
rate of 10.20. and it was also lower 
than the Bay Plant’s own prior rate 
of LO.L7. This was not much of an 
improvement, or mu h of a record 
hut it gets as good an award as the 
A Plant got. Naturally. knowing 
this. the A Plant people feel that 
their Reduction Award was in 
adequate. Actually. you could say 
that the Bay Plant had no real 
Improvement at all 

By the definition of “average, 
approximately half of the plants 
have rates which are better than 
average. And by chance fluctua 
tion, a rate can “improve” from 
10.17 to LOLL6, or even consider 


ibly mere, The Bay Plant) has 


done nothing to deserve specia 
recognition, and it would receive 
none under the Award Plan. 
The Cay Plant of Squiggler 
Corporation had the fourth lowest 
lrequency rate in its Contest Divi 


sion, Which put it out of the run 
ning for a major Contest award, 
and it had the lowest severity rate 
of all the plants. It did not even 
qualify for a Reduction Award. 
because, although its rates were 
less than one-tenth as high as the 
industry average, its 1952 fre 
quency rate of .12 was higher than 
its previous rate of .11. 

A plant with a near perfect ree 
ord year after year may well de- 
serve some recognition merely for 
continuing such an outstanding 
record. Each year the record con 
tinues is another vear of hard 
work and achievement——not a year 
of total inactivity. The Cay Plant 
would have a good chance of 
qualifying for a top award under 
the Industrial Award Plan, be- 
cause the Plan would consider not 
only the fact that the plant’s rates 
were better than average but also 
the tremendous extent to which 
they were better. 

Phe Day Plant won a first place 
award by having the lowest fre- 
quency rate in its Contest: Divi- 
sion. This low Irequency rate sug- 
vested a very good record. There 
were only & disability cases all 
vear in the tremendous Day Plant. 
But two of them were fatals., and 
the plant had the highest severity 
rate in its historv——more than ten 
times the rate of the preceding 
year. The Industrial Award Plan 
would not allow any award for the 
Day Plant, but the Contest Rules. 
by looking at only part of the 
picture, gave the plant a_ top- 
drawer award. 

By using a more comprehen 
sive evaluation method, the Award 
Plan makes itself easier to live 
with, because it avoids the gross 
inequities that can occur when 
evaluation considers only part of 
the record and considers any 
change in the record to be a sig 
nificant one. The Contest Rules. 
for example, consider a downward 
reduction of .O1 to be significant 
improvement in the record, and 
they consider a similar upward 


fluctuation to be a significant 
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strong - sturdy - light weight 


aboveall auton Ladders are 





saler 


Dayton Safety Ladders make all off-the-ground 
jobs SAFER... give workman complete confidence 
. +» he ean work with both hands from the roomy, 
rail-guarded platform. Automatic locking 
feature assures safety while ladder is in use. 
Easy to carry. Folds compactly. 


Dayton Safety Ladders are constructed of tested 
airplane spruce, reinforced with rigid steel 
supports for great strength and lightness of weight. 
Sizes: 3 ft. to 16 ft. (ground-to-platform height) 











with standard rubber safety shoes at no extra cost. 


Dayton “Roll-Along” Ladders 


l. Rubber tired swivel cast- 
ers provide easy, effort- 
less movement into any 
direction, 

2. Safety shoes with renew- 
able treads hold ladder 
safely stationary while 
ladder is in use. 

3. Constructed of tested air- 
plane spruce throughout, 
reinforced with steel 
braces for added safety. 

. Platform folds into extra 
step when extra height is 
required, 

. Folds compactly for con- 
venient storage. 

. Three sizes: 3 ft.—4'% 
ft.—6 ft. 


Write Dept. D Dayton 
or Bulletin a ety dder co. 
J 2339 Gilbert Ave., Cincinnati, Ohio 


Dayton Safety Leather Shoes 


- make your present straight ladders SAFER ladders 
. «+ help prevent slipping. Specially designed suction 
rubber tread has intense gripping power. Shoes instantly 


converted for either indoor or outdoor use. 





Base: 16-gauge steel. Side plates: 13-gauge steel. 


Preads are renewable. Lock nuts and spring washers 





assure proper adjustment. 





Mlustration 
shows double 
use of ladder 
shoe. Rubber 
tread or 
spiked toe 





safety "ladders ion co 


SAFETY SUPPLY CO., TORONTO 
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Every ladder 
in your plant 
should have these 


SAFETY devices 


| | 
ladder step 


Fits any standard rung ladder. Pro- 
vides a safe, comfortable, level plat- 
form. Frame is of cast aluminum with 
hardwood step and safety walk to 
prevent slipping. Weighs only seven 
pounds. Thousands in use—in largest 
industrial plants. $10.75 postpaid. 
Quantity prices on request. 


/ 


A handy, double, non-tipping hook to 
hold pails securely on outside of lad- 
der. Made of solid cast aluminum. 
$1.35 postpaid. Quantity prices on 
request. 


PROMOTE LADDER SAFETY BY PROVID- 
ING THE RIGHT SAFETY EQUIPMENT! 


) 


/ 


UK AL 


[) vr 
) fi — 


867 S$. WATER [) sacinaw MICHIGAN 
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worsening of the safety job being 
done at the plant. 


Ill. How many awards last 
year? 

Under the Industrial Award 
Plan, it is hard to say just exactly 
when the “Award Year” ends. The 
experience evaluated is that of the 
(1952 in 


this case). But the annual “Sum- 


preceding calendar year 


mary of Industrial Injuries” re- 
ports for 1952 are received all 
during the first quarter of 1955. 
The evaluation process begins as 
soon as the first reports are re 
ceived and continues (simultane 
ously with the annual study of 
industrial injury rates) through 
the second quarter. August or Sep- 
tember appears to be the most 
logic al time to stop and see how 
many awards have been earned 
since the same time in the pre- 
ceding year. 

As of now, all par Comparison 
evaluations of 1952 experience 
have been performed. The result 


ing awards were 1952. awards. 


Perfect-record Awards of Merit 
and Awards of Honor can be 
qualified for at any time. If the 
qualifying, or termination, date of 
the record occurred in 1952, the 
award was a 1952 award. If that 
date occurred after the first. of 
this year, it w s a 1953 award. 

Thus. the following study in 
cludes all awards for significant 
improvement in 1952, all 1952 
perfect-record awards made since 
last year’s study, and all 1953 
perfect-record awards made up to 
the time of the study reported in 
this article. 

The accompanying table shows 
the number of awards of each type 
(except President’s Letters) which 
were earned by plants in each 
major industry group. Also shown 
for each industry is the approxi- 
mate number of eligible units 
whose experience was evaluated. 
The basis of each of these esti- 
mates is the actual number of 
eligible units reported for the 1952 
statistical study, all of which were 


evaluated. Additional evaluations 


RESULTS OF 1952-53 AWARD YEAR 


Number of Number of Awards 


U nits 
Industry Group 


Evaluated 


Honor Merit Commendation Total 
48 


l 
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LOOK ana GENCO “FIT-ALL” 


WINTER LINERS 


For Hard Hat Users Are Back Again 
Custom Made for All Styles 


TWO PIECE STYLE 
FOR LACE-IN TYPE HEAD BAND 


Made entirely of warm, wool fabric. Has de- 
tachable ear flaps which can be removed in 
mild weather. Fits low on back of neck and 
has tie strings to hold ear flaps down. Will 
fit any size head. 


GENCO “FIT-ALL”’ 
GENUINE CHROME LEATHER CHIN STRAPS 
Adjustable for All Makes of Hard Hats 


























ONE PIECE STYLE 
FOR SIX POINT HEAD BAND 


This Liner has six eyelets spaced correctly so Liner 
will fit right. Is also made of wool in an attractive 
herringbone pattern. Can be washed or dry cleaned 
and will not shrink or stretch out of shape. 

NOTICE: These Liners are now in stock and can be 
shipped immediately as winter is just around the 
corner. 


Call, wire or write for prices. 


Also Manufacturers of Clothing, Gloves and Mittens 
Made of Leather, Asbestos or Canvas. 


White for our Gree Catalogue. 
C. D. GENTER CO.  Ghananooea, ‘tenn. 
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~The Amazing NEW 
INDUSTRIAL 
WORK CLOTHING 


“Its the only 
worksuit’ Pim 
not ashamed 
fo wear on 


the street.” 


Available in 
hirt and trou 
cers as pietured 
orinecoverall 
Alisafe Require 
Gray or Natural 
Color as desired 


RESISTANT TO 
ACIDS 
CAUSTICS 
GREASE 
OIL and DIRT 


Long after other clothing ha 
been thrown away as rags, ALL- 
SAFE DYNEL is not only wood as 
new but looks like new—neat, 
dressy, comfortable. 


Outlasts Cotton or Wool 
Clothing 10 Times Over! 


On-the job tests prove it che ap 
est in the long run when exposure 
to most acids, corrosive alkalic 
fumes, moisture, or grease wrec! 
ordinary clothes overnight 


FREE TRIAL. A» ALisare pynel 


garment to inspect in plant 
Write for details today. No 


) charge if returned in sale 





| able condition 


van AAllaafe Ch, re 


1245 Niagara St. ¢ Buffalo 13, N. Y. 














were performed because of: 


1. Special applications for company 


wide evaluation of the expenence ol 


multi-plant companies and 
Applications for awards based or 
perfect records of 1,000,000 man hours 
more 
In all industries. there were 


5.043 eligible units whose experi- 
ence was reported and evaluated. 
1.674 for 18.9 per cent) of these 
qualified for some award under 
the plan. (The plan provides for 
four levels of awards. ) 
President’s Letter Awards went 
to 410, or 1.6 per cent of the 8.843 
units whose experience was evalu- 
ated. Another 3.9 per cent (348 
units) received Certificates of 
Commendation. 6.6 per cent (600 
units) received Awards of Merit. 
309 Awards of Merit were on the 
perfect-record basis and 291 were 


on the par-comparison basis. 3.6 


per cent (316 units) received 
Awards of Honor. 82 Awards of 
Honor were on the perfect-record 
basis and 2314 were on the par- 
comparison. basis. 

This ree apitulation of the sec- 
ond year of the operation of the 
Industrial Award Plan is not in 
tended to take the place of a list 
of the actual names of the award 
winners, The names have already 
heen published. Rach month, Na- 
PIONAL SAFETY NEWS carries a 
feature entitled For Distinguished 
Service. In it are listed the names 
of all winners of Honor, Merit. 
and Commendation Awards, with 
out regard to their industry or 
location. whose eligibility has 
heen determined (1) before the 
deadline date for that issue of the 
magazine and (2) since the dead- 
line date of the previous issue. 

In certain industries, notably 
Mining and Quarry, the Council 
receives some of the injury ex- 
perience from other agencies in 
the form of combined totals rather 
than for each individual unit. In 
these industries. most of the indi 
vidual unit reports were received 
from companies already included 
in the combined totals, and they 
were submitted to the Council for 
award evaluation only. They were 
reports for units which were be 
lieved to have a good chance of 
qualifying. For this reason, the 
percentage of qualifiers to indi 
vidual unit reports was high in 


these industries. 


Traffic Safety Is Theme 
Of Disney Film 

Growing concern over the tragic 
annual trafic death toll reaped on 
our highways and in our cities 
prompted Walt Disney to produce 
Votor Mania. In a seven-minute 
Fechnicolor picture Walt Disney 
has undertaken to cast the power- 
ful spotlight of penetrating humor 
on the two basic causes of our na 
tional traffic safety problem: the 
average motortst and the average 
pedestrian. 

The film has received many 
awards from national educational 
groups concerned with this prob 
lem. The National Safety Council 
Award. the David S. Beyer Trophy 
and U.S. Camera's sper ial certifi 
cate are some of the recognitions 
accorded Motor Mania. 

In an effort to reach the maxi- 
mum possible audience with this 
safety cartoon, Disney recently 
announced the film will be avail 
able in l6mm for use by schools. 
industrial organizations. civic 
groups: and other l6mm_ film 
users, 

The film is prescribed viewing 
for all participants in the Traffi 
Violator’s School, conducted by 
the Oakland. Calif. Police De- 
partment. Two prints of the film 
are kept in use by the Public In- 
formation Sections of the Los 
Angeles Police Department. as 
well as the California Highway 
Patrol. Industrial firms are re- 
ported to be integrating it into 
their safety programs. Some 
schools are now beginning to use 
the picture as part of their driver 
education courses. 

Po meet this response and a 
ceptance, the Disney studio placed 
a large order for 16mm prints and 
has arranged for 80 rental libraries 
across the country to distribute 
these prints to film users who may 
rent the picture for a small fee. 

The story line of Motor Mania 
is simple but effective. Working 
from statistics provided by police 
departments and other safety 
groups, Disney uses caricature to 
display an appalling change. This 
change is the Jekyll-and-Hyde 
transformation which takes place 
when the average individual finds 
himself behind the wheel of one 
of today’s deadlier weapons: the 


modern automobile. 
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PERSONALS 


Dr. JEAN SPENCER FELTON has 
been appointed director of health 
service of the University of Okla- 
homa Hospitals in Oklahoma City. 

\ specialist in industrial medi 
cine, Dr. Felton also has academic 
appointments in the University of 
Oklahoma School of 


associate professor in the depart- 


Medicine as 


ments of medicine and preventive 
health. He 


will establish the medical school’s 


medicine and public 


first course in industrial medicine 
this fall. 

Dr. Felton has been appointed to 
the Oklahoma governor's commit- 
tee to 
the handicapped. He also has been 
the cor- 


further the employment of 
named as a member of 
re spond nee committee on occupa 
tional safety and health of the In- 
ternational Labor Office. 

Dr. Felton received his A.B. and 
\I.D. degrees from Stanford. He 
interned and served residencies at 
San Francisco hospitals. During 
World War II he was in charge of 
industrial medicine for the San 
Francisco port of embarkation. Dr. 
Felton Oklahoma City 
from the Oak Ridge National 
Oak Ridge. Tenn.. 


there as 


came _ to 


Laboratory. 
alter 


director 


serving medical 


Kk. W. BuLtarp, president of the 
BE. 


facturers of 


Bullard Company. manu- 
safety 
has 


industrial 


San Frane isco, 


equipment, 
been appointed to the Research 
(committee of 


President Kisen 


howers Committee on Occupa- 
tional Safety. 

Mr. Bullard is the deputy chief 
of Civil Defense in San Francisco. 
and a member of the Governor's 
Safety 


he was 


Council. During the war. 


chairman of the Rescue 


Division in San Francisco County: 
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a consultant to the Federal Civilian 
Defense Commission, and a mem- 
ber of the Manpower Committee, 
and has served on the Advisory 
Board of the U. S. Bureau of 
Mines. 

Mr. Bullard organized the San 
Francisco Chapter of the Ameri 
can of Safety 
and was a founder of the Veterans 
of Safety. 


Society Engineers 


Tuomas F, Sairu of Corona, 
N. Y.. has been appointed a senior 
safety engineer in the Lynbrook 
office of Liberty Mutual Insurance 
Company. 

Mr. Smith came to work for 
Liberty Mutual in 1948 as a safety 
engineer in the loss prevention 
department of the company’s 
Brooklyn office until his recent 
He is a graduate of 
Allentown, 

associate 


Safety 


promotion. 
Muhlenberg 
Pa: has 

member of the 


College, 
and been an 
American 


Engineers since 1951. 


WituiaM J. Fike has been ap 
pointed safety director for the 
Basic Refractories, Inc., Maple 
Grove, Ohio, plant. He will be 
responsible for the development 
of an integrated safety program 
for the company’s quarrying, 
crushing and burning plant facili- 
ties. 

Mr. Fike graduated from Kent 
State University in 1948, and since 
has done master’s work in educa- 
tion. After graduating he 
associated with Station WAKE in 
Cuyahoga Falls as reporter. In 
1950 he joined the Ravenna Arse- 
nal as safety supervisor. 


was 


Rateu J. VERNON transferred 
from the Dallas office of Liberty 
Mutual Insurance Company to the 


Tulsa offi 2. He will serve as a 


AVAILABLE 

Resident of New Jersey area desires 
sales representative franchise or exclusive 
territory with manufacturer or distributor 
of industrial safety equipment. Excellent 
contacts, top level references 
fessional safety and educational back- 
ground coupled with sales ability. Ad- 
dress Box 436. NATIONAL SAFETY 
NEWS. 


fine pro 


safety engineer in the Tulsa loss 
prevention department, 

Mr. Vernon is 
Clemson College, Clemson, S.C. 
and A. & M. College of Texas, Col 
lege Station, Texas. He is a mem 
ber of the Kiwanis International 
and the American Society of Safety 


kngineers. 


a graduate of 


Darwin Wripkey, Penn Town 
ship, has been appointed safety 
director for New York State Nat 
ural Gas Corp. 

Mr. Whipkey, a 


served in 


12 year com 


pany veteran, various 
capacities at The Peoples Natural 
Gas Company's Brave Station, and 
at Therm City Station, near Syra 
cuse, N.Y., prior to his transfer 


to the Safety Department in 1952. 





Obituary 


ROYAL MEEKER 
Royal MEEKER, 





DR. 
Dr. 
tionally and 
former head of the United States 
Labor Statistics, 
August 16 at New Haven, Conn. 


interna 
known economist 


Bureau of died 
He was 80 years old. 

At one time Dr. Meeker 
secretary of the International As 
Accident 
Boards and Commissions and Sec 


was 


sociation of Industrial 
retary of Labor and Industry for 
Pennsyl 
vania. He was a director of the 
National Safety Council, 1916-20 


ISAIAH GORDON 
ISaAtAH (IKE) 
years with the Bureau of Safety, 


the Commonwealth of 


GORDON, for 29 


Inc., Chicago, died September | in 
Fort Lauderdale, Florida. He had 
retired October 1, 1046. 
“Ike” was 
thousands of employees of | the 
utility by the 
Bureau of Safety, and he had much 


Gordon known to 


companies served 
to do with getting safety organiza 
tion started in many groups. Back 
in 1917 when he started with the 
Bureau, safety activities were still 
new and his energy and enthusi 
asm were invaluable in promoting 
the work. Of Ike Gordon, B. B 





AUTO-LITE INSTALLS 
RANDOLPH AUTOMATIC 


A dip tank with conveyor and bake oven 
operation at the Auto-Lite plant in Bay 
City, Michigan, presented an unusual 
and worrisome fire hazard until solved 
by Randolph fire-prevention specialists. 
The Randolph automatic electric system 
shown, not only detects and extinguishes 
any fire that might occur in the unit, but 
also sounds the alarm and shuts down 
the conveyor. 





Kills Fire, Sounds Alarm 
and Shuts Down Machinery 


As in the Auto-Lite installation, sae Wa dail: a8 oamiee 
Randolph Systems, in addition - —— less than 
to automatically killing the 
toughest fires in split seconds, can 
also be equipped with duct and 
coor closers, motor, fan and ma- 
chinery shut-offs, warning alarms 
and other auxiliary safety de- 
vices. Systems are designed for 
both local application or total 
room flooding and are ideal for 
dip tanks, baking ovens, spray 
booths and hundreds of other 


applications spaced for complete coverage of dip tank and 


conveyor hazard. 


Free Catalog and Engineering Service Avai‘able Without Cost 


Randolph’s FIRE HAZARD INDEX gives correct equipment and meth- 
ods for protection against 590 typical fire hazards. Write for your free copy 
today. Address: Randolph Laboratories, Inc., 2 E. Kinzie St., Chicago 11, II. 


itil 
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McCulloch president of the Bureau 
of Safety. said: 

“Ike was a super-salesman. He 
had the oratory of William Jen- 
nings Bryan and the energy and 
showmanship of Billy Sunday. He 
could bring tears to the eyes of 
the most hard-boiled lineman, and 
when he completed a talk, his au- 
dience was impressed with the 
need for personal caution and each 
one knew that Ike Gordon was a 


personal fr iend 


ASKED and 
ANSWERED 


Assistance with problems of accident pre- 

vention and industrial health is offered by 

National Safety Council. All inquiries are 

answered by mail and a few topics are 
selected for publication. 








Revolving Doors 


Question: Do you have any in- 
formation regarding revolving 
doors? 

Inswer: Generally speaking, the 
types of accidents reported from 
revolving doors fall into two 
broad classes: Major calamities 
resulting from failure of doors to 
collapse (as in the Cocoanut Grove 
fire), and injuries occurring in 
normal use. 

The most common cause of in- 
jury is the striking of a person, 
who, because of age or other in- 
firmity, fails to clear the wing be- 
hind him. The same type of acci- 
dent occurs when the door is not 
braked adequately and revolves at 
too high a speed. There is one 
case on record, for example, where 
an elderly woman suffered broken 
pelvic bones in a bank because 
some roughneck was able to rush 
her off her feet. 

Accidents likewise are caused 
when people are caught between 
the revolving door wing and the 
door frame. There is some miti- 
gation of such injuries because of 
the felt and rubber wipers along 
the edge of the door wing. 

Likewise. persons sometimes fall 
in the door while it is turning, or 
fall just before or just after leay 
ing it. Such accidents are not 
directly attributable to the nature 
of revolving doors, but rather to 
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poor maintenance of floors. Poor 
lighting of the doorway, or its ap- 
proaches. may be blamed for some 
mypuries 

Occasionally, claim is made by 
people who say they have suffered 
strains in the attempt to push a 
door which offers too much re- 
sistance 

Here are some preventative ac- 
tions 

# Inspect each revolving door 
carefully and constantly for me- 
Renew drag 


Check 


mechanism con 


chanical operation. 
flaps as soon as needed 
other braking 
stantly 

2. Put the 


Please” on each wing of the door 


words “Slowly. 
at appropriate eye level. 

3. Install enough bars across 
the glass of each wing to assure 
that users will not push against 
the glass 

1. Have the building mainte- 
nance people (several times daily, 
if necessary) check floors, clean 
entryways, dry floors. unobstructed 
areas entering and leaving the 
doors 

5. If the floor material in the 
doorway is such that the bottom 
wiper constantly makes it slippery, 
replace with a floor of slip-re- 
sistant material. 

Faulty installation is sometimes 
responsible for injury, particularly 
when there is not room at the out 
going side of a revolving door to 
permit people to move quickly out 


of the way 


Carbon-Tetrachloride 


Question: We are endeavoring 
to discourage the use of and ulti- 
mately discontinue carbon-tetra- 


chloride for 


However. in our general offices we 


cleaning purposes. 
have a multitude of typewriters 
and other office equipment which 
the operators feel periodic ally 
must be cleaned with carbon-tet. 
Our difficulty lies in finding a sol- 
vent that is not toxic and non 
flammable 


We look with consid- 


erable disfavor on the use of car- 


{nsu er 


bon-tetrachloride as a cleaner ex- 
controlled 
conditions. Properly controlled 


cept under properly 
conditions would not include the 
use of a rag or brush and an open 
container of solvent. 

To the best of our knowledge, 
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Specialists in Industrial Cleaning Products 


\ WYANDOTTE 


\ CHEMICALS 


° 


helpful Wuandotte Chemicals proc 


Only ZORBALL (of all absorbents) 


brings you these extra_benefits 


MAGINE the lasting safety, re 
| duced cost) and improved 
“house keeping” that will) come 
your way with these three out 
standing features of all-purpose 
Wvyandotte ZorBany 

First. ZORBALI (a different ab 
sorbent made only by Wyandotte) 
does not cake or break down to 
dust. Nor can it) be tracked all 


over vour plant. 
Lasts longer, cuts costs 


Second. ZorBALL continues to be 


after absorbing 


of ol, paints, 


skidproof even 
saturation quant itie . 
fats, chemicals or water. This con 
tinued effectiveness means longer 
lasting protection against: slipping 
and skidding accidents 





Third. Zorsatne can be 
up easily, in just half the time it 


swept 
takes lo sweep or scrape away 
absorbing materials that become 
soft, sticky, greasy And, after 
drving out, it can often be used 
over again! 

Ask your) Wyandotte 
sentative to show you how 
Zorball keeps floors safe longer 

. and reduces absorbent costs. 


repre 


He will also give vou information 
about other Wvyandott produ ts 
designed for better cleaning and 

Wyandotte Chemi 
cals Corporation, 
Wyandotte, Michi 
qan, also Los ingeles 


PP 


a. California 


CLEANING 
THE 
WORLD 


Largest manufacturers of specialized cleaning products for business and industry 


yandotte CHEMICALS 


% cifies in the United States and Canada 
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You’ve no doubt read or heard from time 


| to time that one or another type of fire protec- 


tion is the correct answer to your safety prob- 
lem. One says foam is best. Another says 
water sprinklers are the answer. Perhaps car- 
bon dioxide, dry chemical, or other media will 
do the trick. 

What is the most effective method? 

Without a thorough understanding of all 
conditions involved, we wouldn’t hazard a 
guess. For fire protection, like any other scien- 
tific problem, requires (1) technical know-how, 
and (2) application of that knowledge. Most 
methods of fire safety are good... but only 
through “FIRE PROTECTION ENGINEERING ’’— 
designing, manufacturing and installing the 
specific type of system best by test—can you 
be sure of maximum safety. 

So, we take all methods of fire alarm and 
control, combine them with extinguishing me- 
diums—FIRE-FOG, Air Foam, Sprinklers, 
etc.—and compound the results by adding 
**Automatic”’ technical know-how as well as 
test and field experience. The result... the 
finest “Automatic” FIRE PROTECTION avail- 
able at any price. 

The subject is more vividly covered in our 
colorfully illustrated literature, ‘“The ABC of 
Fire Protection.” Write for free copy today. 


_ CORPORATION OF AMERICA . YOUNGSTOWN, OHIO 
 orrices 1N PRINCIPAL CITIES OF NORTH AND SOUTH AMERICA 
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there is no solvent that is not tox1 
and is non-flammable. However, it 
would seem that a naphtha-type 
solvent such as Stoddard solvent 
or any similar material having a 
flash point higher than 100. de- 
grees F. would be quite safe to 
use. With such a material as this. 
you could practically forget about 
the toxicity problem, and there 
would be very lJitthe hazard from 
fire. 

Printers have a similar but 
much aggravated problem in clean- 
ing printing type. There are sev- 
eral companies which manufacture 
type washes for this purpose 
wherein an attempt is made to 
overcome both the toxicity and 
flammability hazards. One such 
product, for instance, is a mixture 
of solvents wherein the toxic and 
flammable vapors given off tend 
to dilute each other. thereby re- 


ducing both hazards. 
t 


THE READERS’ 
POINT OF VIEW 


Comments on topics of 
current interest are invited. 
They need not agree with 
the editors’ opinions. 


for Comment 


Bayonne, N. J.—I read with in- 
terest your “Cases for Comment” 
August article entitled “Doctor 
Didn’t Understand Job.” From the 
facts as stated, I cannot under- 
stand the basic logic of the com 
mittee in calling this a non-lost 
time accident. 

It seems to me a major factor 
of Safety Programming is involved 
in this case. Is an employee, with 
one eye pal hed, a safe worker for 
himself or his fellow employees? 
What would happen if this same 
employee got a splash of lime 
slurry in his other eye? Wouldn't 
we have a temporary blind man, at 
that instant, at that job? 

Can he honestly do all of his 
regular duties as safely as before. 
for himself and his fellow employ- 
ees, such as handling material, 


walking, going up and down 
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stairs, reading gauges, checking 
weights, ete. | do not know what 
the duties of such a chemical op- 
erator are, and I presume he might 
get by. But isn't “getting-by” one 
of the hazards we continuously are 
trving to combat safety-wise 

I suppose the best answer in this 
case would be the company’s own 
Personnel Department's answer to 
the question Would you hire an 
emplovee who has sight only i 
one eve: for that job? 

Safety records are fine (and how 
nice our Lost Time Frequency 
would look if we had = available 
Safety Department employees who 
could drive their people 20 miles 
for treatment by picking them up 
ind bringing them back the same 
day and still say no lost time ac 
cident’) but they shouldn't be 
cheapened by so-called “Chinese 
Home Runs.” Would appreciate 
comments on this subject 


(ceorce Matwes. Safety D 
f =. Ge 


Editor's Note : The conse nsus of 
stall members familiar with the 
Code is that the committee inter- 
preted it correctly in ruling this 
case non reportable. Any criticism. 
therefore. applies to code rather 
than to the interpretation. The 
code was written by the people 
who use it through their repre- 
sentatives in industry associations. 


not by the committee 


Methods Engineering 
Added to Safety Course 

“What The Safety Man Needs 
To Know About Methods Engi- 
neering is the newest subject 
added to the curriculum of the 
Safety Training Institute’s course, 
‘Fundamentals of Industrial 
Safety.’ 

“Hazardous Arrangement and 
Procedure” is listed in the statistics 
as the unsafe condition most fre 
quently connected with accident 
occurrence. The table in Accident 
Facts shows that for all industries 
hazardous arrangement and pro- 
cedure is present in 34 per cent of 
the injuries causing permanent im- 
pairment or death. This, as com- 
pared to 25 per cent for improper 
guarding 

Because of this frequency with 
which hazardous arrangement and 


procedure pops up as a cause of 
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CLARKs 


New and Exclusive 


HYDRATORK DRIVE" 


Here’s how it improves your fork-truck operation: 


1 MORE WORK: faster get-away, positive power without slippage; 


moves heavy loads and climbs ramps with ease 


2 LOWER COST: higher percentage of “on-the-job” time results 
from no clutch problems, “cushioning” effect on motor and drive 


members 


GREATER SAFETY: hydraulic brake system, linked to torque 


converter, automatically cuts power; engine cannot be started 


unless controls are in neutral 


4 IMPROVES DRIVER EFFICIENCY: finger-tip direction control 


and elimination of gear-shifting conserves Operator energy 


Not one, but eighteen HYDRATORK-equipped trucks 
were placed in customers’ plants for a fuil year of on-the-job 
testing. Without exception, these units proved that reduc 
tion in driver fatigue and of truck, downtime results in 
greater production from HYDRATORK-equipped trucks 


Now available in 


6-7000 Ib. capacity RK ELECTRIC, GAS, DIESEL, UP. GAS 
tack CLARK FORK TRUCKS 
AND POWERED HAND TRUCKS - INDUSTRIAL TOWING TRACTORS 


INDUSTRIAL TRUCK DIVISION © CLARK EQUIPMENT COMPANY + BATIL( CREEK 147 MICHIGAN 
literature which explains ieee deel cep nia adiiaied duties 


how CLARK's new and 
exclusive HYDRATORK 
DRIVE operotes 


Mail the coupon for detailed 





AUTHORIZED CLARK INDUSTRIAL TRUCK PARTS AND SERVICE STATIONS IW STRATEGIC LOCATIONS 





THE ASSURED sate WAY 


TO HANDLE FLAMMABLE LIQUIDS 


EAGLE 


SAFETY CANS 


LISTED AND LABELED BY 
UNDERWRITERS’ LABORATORIES, INC. 


AMI 


PROTECT 
ld 
AND 
PERSONNEL 


Mat 4 3 
FIRE 
HAZARD 


Eagle Safety Cans are specially designed and built under 
rigid specifications to meet all safety regulations for handling, 
transporting and storing flammable liquids in every industry. 

They include many exclusive Eagle features such as pro- 
tecting Guard Cap that seals tighter if can is upset; Com- 
bination Free-Swing Carry and Operating Handle; Cam- 
Acting Connecting Arm for easy pouring and _ seal-tight 
assurance; guaranteed-against-leakage construction one 
piece, no seam bodies; and, body and breast electrically 
welded together under electronic control . . . features which 
provide extra convenience, safety, efficiency, economy and 
long service. 


Be safety wise! Order today from your nearest Eagle distributor. 


ABLE 


MANUFACTURING COMPANY: + -WELLSBURG, W.VA. 
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industrial injuries, it seems that 
safety men ought to be getting 
some special training in the tech 
niques of methods engineering in 
order that they may give intelli- 
gent attention to the matter of job 
arrangement and procedure. In 
fact, this subject has come up fre 
quently in the round-table and 
open forum discussions during the 
course, 

Starting with the November 
class whi h will be held November 
9-13, the subject will be given a 
two-hour period and will be taught 
by a professional methods engi 
neer who has had recent experience 
in job revision for safety. 

Class enrollments for the year 
November 1952-November 1953 
have been filled and there is a wait- 
ing list, indicating an increased in- 
terest in the organized study of ac- 
cident prevention methods. This is 
the first full year that the Institute 
has taken 30 students per month 
instead of the 15 students pet 
month which had been the number 
since the courses started in 1946 
Taking the increased number has 
been accomplished without making 
the classes larger by the simple 
expedient of operating two sections 
simultaneously. 

The course in Safety Manage 
ment Techniques does not feature 
the fundamentals of accident pre 
vention but covers subjec ts such as 
psychology, writing, speaking and 
conference leading Was conducted 
twice during 1953, the first year 
that more than one class has been 
held since the course was organ 
ized about 1948. 

Dates for 1954 have been an 
nounced. The course in Safety 
Management Techniques will be 
conducted January 18-22, 195-4. 
and April 12-16, 1954 

Dates for the Fundamentals of 
Industrial Safety Course are: 

February 15-19 
March 15-19 
May 10-14 

June 7-11 
November 15-19 
December 6-10 

\ spec ialized course for electri 
utility safety men will be con- 
ducted in connection with the May 
class. The subject matter will 
include much of the material regu- 
larly taught in the course in fun- 
damentals, and there will be spe- 


cial sessions dealing specifically 
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with electric utility safety. The 
curriculum has been worked out 
hy the staff of the institute in co 
operation with men from the pub 
lie utility section and some of the 
instructors will be leading safety 
men from public utility companies. 

Seventeen instructors from the 
Council staff teach in the institute’s 
courses, making this an increas- 
ingly important part of the activi- 
ties of the Industrial Department 
of the Couneil. 


The Brass 


From page 113 


insurance costs in his earnings 
statement. Inflation has hit insur- 
ance premiums, damage claims 
and jury awards like everything 
else. Moreover, carelessness and 
faking for easy sick leave pay- 
ments. drive home the lesson that 
a dollar of prevention is worth 
ten dollars of compensation 

What’s more. he has to recog 
nize in some states if not in all 
that there is a growing generosity 
in the awards and administration 
of compensation cases. With a 
lame back and a friendly examiner 
in the State Office a janitor can 
better afford to stay home, par- 
ticularly when a brilliant decision 
in the tax department says that 
compensation for illness or aeci- 
dent is income tax free. So it all 
adds up to more expense and less 
earnings when employees or cus- 
tomers are careless, 

What is of greater importance 
is that the department or company 
with the high acc ident record loses 
very rapidly its esprit de corps. 
All the fanfare in the world directed 
toward prospective employees, all 
the intensive efforts toward morale 
building among physical, clerical 
and administrative workers is use- 
less muscle exercise when danger 
lurks in every corner. “So Green 
Was My Valley” is a mere nostal- 
gic idiom when safety no longer 
travels the highways of the land 
or works in the shops or mine. 

America is short 850,000 beds 
in its hospitals to care for sickness, 
accident and death. The expan- 
sive force of senseless inflation 
stretches the capital cost of that 
deficiency as each month rolls by. 
If it costs $20,000 a room to pro- 


vide average hospital accommoda- 
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ae ie 0. INSTALLED ALGRIP 
And Ended Slipping Accidents And High Insurance Costs! 


ELIMINATED 
~ tt happened at a large industrial when lke this 
} plant, where oil and grease on a man his lite —™ 
; loading platform created a constant 
* hazard. A lift truck skidded on 
the slippery surface. toppled from 
the platform’ sedge, and crushed 
the operator to death 


Then A.W. Avcrip Abrasive Rolled Steel Floor Plate was installed on the 
platform— and slipping accidents ended at once. For ALGRuP is truly non- 
slip—even on steep inclines! Hundreds of tiny abrasive particles in each 
square foot of ALGrIP converted the slippery, dangerous platform into a 
hard gripping. anti-skid surface—safe for men and vehicles alike 


IMMEDIATE SAVINGS were obtained in three ways: (1) No more costly, 
morale shattering accidents. (2) Faster handling of loads. (3) Workmen's 
compensation insurance premiums were substantially reduced by more than 
enough to pay for the Avcrip installation. 


END SLIPPING ACCIDENTS THAT STEAL PRODUCTION AND KITE INSURANCE RATES 


A.W. ALGRIP— only abrasive rolled steel floor plate in the world— pays for 

itself in savings from safety. Tough abrasive particles (same kind used in 

grinding wheels) put hundreds of tiny safety-brakes in every footstep 

make it virtually impossible to slip even on steep inclines. ALGRIP doesn't 

wear smooth either- wear only exposes new particles. And tough rolled 

steel makes this floor plate stronger than other abrasive floorings. For safety 
at a saving, get the full ALGRIP story today. Write for 
our new Booklet AL-14-—- without obligation 


Over 125 Years of Iron and Steel Making Experience 


+ 
a8 ALAN WOOD STEEL COMPANY ( 


‘, \ CONSHOHOCKEN, PA. 
¥ Other Products: A.W. SUPER-DIAMOND floor Plate ¢ Plotes 


Grodes) 


Alloy and Specia 





T'S PERSONAL 


Fight ATHLETE’S FOOT 
the New Sanitary Way 


Kill ATHLETE’S 
FOOT Fungus 
with Individual 
Foot Treatment 


1. Step on 
2. Mark time 
3. Step off 


That's all! 


no dilution « no contamination « no re-used solution 


The SANI-MISTER Spray Dispenser is the most sanitary device 
yet developed for protection against the spread of Athlete's 


Foot fungus in your plant's shower rooms 


Every foot treatment is individual—clean, full-strength, uncontam1- 
nated. No shower drippings can dilute it. No previously 


used solution to cause possible infection 


According to laboratory tests, SANI-MIST solution kills 
Trichophyton mentagrophytes, the principal fungi causing 


Athlete's Foot, in less than 30 seconds. The SANI-MIST 
method is economical too. Costs only a few cents a day. 


For complete details mail coupon today. 


SAN1- MS Tincceroeareo 


1724 Chestnut Street, Phila. 3, Pa. 





SANI-MIST, Inc., 1724 Chestnut St., Phila. 3, Pa. 
Please send me complete details of the safe, clean SANI-MIST method of 


Athlete's Foot prevention 
NAME 
COMPANY 


ADDRESS 


it surely appeals to the 

ecutive, and probably to everyon 
else that here is a chance for 
economy. The money spent in a 
cident: prevention is much mor 
effective as something before the 
event than the ( xpenditures 
through subseriptions or taxes t 
provide hospital facilities after 
the event. 

These factors all add up to the 
why of safety 

Let us look now for the who 

If it is true. as | have said 
previously, that safety is a theatri 
cal production, then surely a quo 
tation from the patron saint of 
that art. William Shakespeare, is 
appropriate The dialogue of Act 
Iwo in As You Like It fits our 
thought 


My thesis is that accident: pre 
vention does not stop at the ex 
ecutive or departmental level nor 
even at the level of all the ¢ mploy 
ees ol any particular enterprise 

The favorite hue and ery of the 
professional safety first-er is that 
the president of the concern must 
give his personal concern and at 
tention to every facet of accident 
prevention, He cries that the pres! 
dent and a safety director report 
ing directly to him solve the mat 
ter at once and permanently. It is 
a shibboleth that accents his shal 
low knowledge of the problem. 

He is no sooner out of the office 
than the representative of the firm 
of experts who will conduct. the 
company to perfect safety makes 
his oleaginous pitch. Let the presi- 
dent send out the word that he is 
for safety and then the firm will 
provide all the special parapher 
nalia that will create the miracles 

Have you ever contemplated the 
plight of the utility president as 
he considers the generous offers. 
for fees. that consultants of all 
kinds will render him and his com 
pany, in order that he and _ his 
major assistants will be free to 
generate atom smashing concep 
tions that will rock the world? He 
can get all his accident prevention 
program, engineering. market sur 


veying, sales plans, advertising 
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publicity, printing. legal matters, 
ix solutions, public relations, 
rate studies, auditing da flock 
of other jobs. done for him by 
overeager hands. 
result is that he has lost 
his business and his 
robots 
» call the specialists for instrue- 
What the heck do they pay 
S50.000 
not to think up 
un all the di 
ents of the business 7 
ves the 


concern in this anee- 


Otherwise the compan 


is not im the prasp 
The president must 
the satety department 
it it They cannot do 
themselves. Everyone 
! nization must be -teeped 
\ecident: prevention ts: like 

public relations. an atmosphere. a 
climate permeating belief. a 


permanent, persistent polr \ 


When a company make Somme 
ody director of public relations 
nd then drops the entire subject 
that the organization 
on its way there 
the maximum of 
sult. Good public rela- 
inherent part of the 
chine. every nplovee 
vout at. keeps it ever in 
works for and with it day 

ay out 
So with safety. [It does not stop 
it the street department truck. the 


ras i ak 


il bugey Sucee smiles 


eter readers car or the 

nly on that company where every 
ne is saturated with safety 

Speculation may bye pern issible. 

be constructive n the 

onds of a utilitv com- 

ot be olerated = in 

f the executives, the 
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Patented outside arch and 
heel that adds to comfort 
and gives better troction. 


Tested to withstand 2000 Ibs. 
pressure! Here is genuine 
tested protection against toe 
injuries —the most common 
foot hazard to a worker! 


A new “tougher” rubber com- 
pound that gives better re- 
sistance to abrasion resulting 
in longer wear. Tested for 
extra quality and durability 
— DURATEST. 


Neoprene Oilace Boot shown 's 
available with or without Bar-Flex 
feature. Neoprene——a special com 
pound that resists oil, grease and 
acids. Also available, a short black 
industrial boot with DURATEST Bar 
Flex outsole 


Workin—6" all rubber work shoe 
with appearance of a leather shoe, 
DURATEST non-skid outsole, cushion 
insole. Steeltoe or plain. Also, a 
new Pullon work shoe, of similar 
construction 


Red Buddy Mankato—Work rub- 
ber with stretchy uppers and special 
design DURATEST outsole. Avail 
able in black. Also, red or black 
2 buckle styles, regular or logger 
heels, and black storm or hicut pat 
tern with gray outsoles 


BEACON FALLS RUBBER FOOTWEAR 


BEACON FALLS, CONNECTICUT 





AKBAR 


Steel Rolling Fire Doors 
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offer 25-POINT FIRE SAFETY 


Extra safety and efficiency are as 
sured at every point of construction 
in “Akbar” Steel Rolling Fire 
Doors, product of the Kinnear 
Manufacturing Company, Colum 
bus 16, Ohio. 

Labeled by Underwriters’ Labora- 
tories, Inc., these automatic fire 
doors cut off drafts, block the 
spread of flames, confine losses to 
smaller areas. A_ starting spring 
assures quick, positive action when 
fire threatens. Another device con- 
trols their downward speed, for the 
safety of people passing under- 
neath. Also, they may be opened 


after automatic closure, for emer- 
gency exit. The doors remain 
coiled out of the way overhead 
when not in use. 

Akbar Fire Doors can also be 
equipped for regular, daily service 
use, and with motor operation, if 
desired. (Regular non-labeled Kin- 
near Metal Rolling Doors are 
recommended where fire safety is 
not the major consideration.) Built 
to fit any opening, in old or new 
buildings. Write for details on the 
many safety and efficiency features 
of Kinnear “Akbar” Steel Rolling 
Fire Doors. 


The KINNEAR Manufacturing Company 


FACTORIES 
1720-40 FIELDS AVENUE 
COLUMBUS 16, OHIO 
1742 YOSEMITE AVE 
SAN FRANCISCO 24, CALIF 
Offices and Agents in 
Principal Cities 


LLING DOORS 


work of the employees, the run- 
ning of the machinery. Above all 
economic, financial, public and in- 
dustrial relation viewpoints and 
questions there is one predominant 
“Is it safe?” 


One well used slogan in public 


poser 
relations is the admonition to 
employee “Take a 
‘Thank you.” For 
you people the battle cry is “Take 


every utility 


minute to say 


five minutes to be safe.” 

Still the stage, the plot and the 
cast for safety extend beyond the 
affairs and the people of a utility 
company. It is only when the com- 
munity, the state, the nation shall 
have awakened to the full meaning 
that we 
playing it safe. So 


of accident prevention 
shall really be 
long as the unlicensed hot rod 
driver, the bull truck 
pusher, the absentminded, — the 
taker, the 


performan e ois 


strength 


chance daring move 
among us our 
handicapped. 

| know from personal observa 
tion of the work in my own com- 
pany that the great opportunity as 
to the 


is to spread out 


well as the great challenge 
utility industry 
into public safety and accident 
prevention work. To keep our own 
record good we have to work with 
crane, shovel and other heavy 
equipment operators, we must car- 
ry the story into the schools, we 
lend our assistance to the police 
in highway work and to the Red 
keep after 


the newspapers and radio stations 


Cross in first aid. 


for constant publicity, we do 
everything we can to make the 
public conscious of their own in- 
terest and benefit: in’ prevention 
work now. 

We have made 


rolling the drums for 


much music in 
safety. Yet 
we still have a long tour before us 
if we are to reach “Journey’s 
End.” It is only when all are alert 
that all are safe. 


this country right now a great ex- 


We are seeing in 


ample of apathy toward individual 
chances of continued life. From a 
thousand towers the ery is for 
Civilian Defense and the 


walks along smug in the feeling of 


nation 


superior wisdom. One A-bomb de- 
posited among us without calling 
card would produce Civilian De- 
fense workers by the million. 
Safety, too needs the awakening 
of all our people. There are not 
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enough people who are like the 
little boy at the village commons: 

\ small farming community was 
suffering from a severe drought. 
For weeks it didn’t rain. 
hegan to wither, streams dried up. 
fields baked 
were smothered with dry 
Disaster 


Crops 


hard, cracked, and 
dust. 
threatened and at an 

town 
hold a 


community gathering and pray for 


emergency meeting of the 


council it was de« ided to 


rain. The day of the public prayer 
arrived and the townspeople flocked 
to the village square. But among 
almost three thousand beseeching 
souls only one, an eight-year-old 
hoy. showed up with an umbrella. 

In that atmosphere of prayer 
perhaps I can close on a scriptural 
line. It is not enough to publicize 
safety. to hold conventions, to at- 


tend committee meetings, to read 
magazines, to issue statements. of 
to make speeches. We need for 
our utility officers, for our utility 
workers. and most of all for our 
people generally a dynami per- 
formance in the role of accident 
prevention As the Epistle of James 
says: For as the body without the 
faith without 


is dead so 


spirit 


works 18 Oe ad also. 


Solvent Degreasers 
From page 160 
the concentration was 65 ppm: at 
the edge of the tank it was 360 
ppm 
Clean-Out Operation 


Air determinations have shown 


the highest 





We standardized on 


SURE 


-FOOT 


NON-SLIP 
ABRASIVE PAINT 


again... SURE-FOOT gives two coat 
coverage for only 9c per foot installed! 


Alad Aluminum 








Ladder Corporation 


~clien With Aled” 


SURE-FOOT 


INSURES SAFETY ... PROVIDES PERFECT PROTECTION 


exposures are en- 


SLIPPING 
ACCIDENTS 


Is there a problem of safety involved in your product 
or plant? SURE-FOOT is your answer. too. SURI 
FOOT is readily adaptable for use on manufactured 
items as well as for plant safety. Let us show you 
how SURE-FOOT will eliminate the danger spots 
on the products you produce and in the plant “ * re 
you produce them. W rite today for Bulletin 3-2 


countered in improper cleaning of 
cle greasers Most cases of serious 
illness have resulted from unsafe 


cleaning practices. Concentrations 


as high as 16.000 parts of Vapor 
per one million parts of air have 
heen measured in unventilated de- 
greaser pits during clean-out. Con- 
centrations inside unventilated de- 
yreasers are even greater, 
Degreasers are ofien cleaned dur- 
ing off-shift periods and escape 
proper safety supervision. Special 
supervision and instructions should 
he given on cleaning of the de- 
greaser. If the degreaser is located 
in a pit, the pit should be venti- 
lated by a suitable duct. ext nding 
to the bottom of the pit. and a fan 


of sullie ent power loe flect il least 
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Central Chemical Co 
Dallas (1), Texas 
Continental Safety Equip 
St. Paul 4, Minnesota 
Dayton Safety Supply 
Dayton 2, Ohio 
Eastman Supply Co 
Green Bay, Wisconsin 
Guardian Safety Equip 
Philadelphia 4, Penna 
Guardian Safety Fquip. ¢ 
Tulsa 4, Oklahoma 
(Branch, Dallas, Texas) 
Guardian Safety Equip. ¢ 
bast Orange, New Jersey 








FROST PAINT AND OIL CORPORATION 
Minneapolis 13, Minnesota 








Guardian Safety Fquip. Co 
Houston 2, Texas 
Guardian Safety Equip. Co 
Los Angeles 4, California 
Guardian Safety Equip. Co 
San Francisco $, California 


Guardian Safety Equip. Co 
Atlanta 6, Georgia 


Safety Clothing Equip. Co 
Cleveland 4, Ohio 

Safety Equip. & Supply Co 
lort Wayne 7, Indiana 


Safety Equip. Dist. Co. 
Knoxville, Tenn 


~ - \% 
~ (] q SURE-FOOT DISTRIBUTORS 


Safety, Incorporated 

St. Louis 4, Missouri 
Safety, Incorporated 
Kansas City 8, Missouri 
Safety Supply Company 
Poronto 1, Ontario, Canada 
Somer, bilter & Todd Co 
Pitsburgh, Pennsylvania 
Standard Ind. Products Co 
Peoria 5, Ilinois 
Universal Safety & Tire 
Equip. Co., Ine 

Salt Lake City 11, Utah 


Watson Company 
Hufflalo 8, New York 




















wer V body benefits when 


you select E mployers Mutuals to handle your 
“After Hours” 
Group Insurance the vast experience and 
specialized skills which have made us a rec- 


Group Insurance. We bring to 


ognized leader in Workmen’s Compensation 
and allied casualty fields. Employers Mutuals 
Group Insurance gives you the finest serv- 
ice at the lowest possible cost: An outstanding 
claim staff whose on-the-dot claim payment 
through nearby branch offices wins the en- 
thusiasm of employer and employee alike... 
complete, positive follow-through within your 


own organization. Wouldn’t you rather have 
* ‘ 
your Group Insurance plan 


launched, served and admin- 
istered by specialists ¢ Write 





us for complete information. 


EMPLOYERS Tr TUALS 
il Ww AUSAU 





Home Office: Wausau, W 


Offices tn principal city 


Employers Mutuals write Workmer 
Health and Accident Burglary Plate 


Fire-Extended Coverage Iniand Marine and allied tir 


EMPLOYERS MUTUAL LIABILITY INSURANCE COMPANY OF WISCONSIN 
EMPLOYERS MUTUAL FIRE INSURANCE COMPANY 


two air changes per minute in the 
pit 

The clean-out operation should 
he done when solvent becomes so 
contaminated with dissolved oil 
and greases that the boiling point 
of the solvent is raised. A boiling 
temperature over 195° F. gener- 
ally indicates clean-out is due. This 
temperature represents about 30 
per cent oil contamination based 
on average-type oils and greases. 
With low boiling point contami- 
nants (less than 190° F.), this 
percentage may be reached at 
lower temperatures, In some cases, 
the presence of excess quantities 
of chips and dirt (not soluble) may 
dictate more 
} riods 


frequent clean-out 


First step in cleaning out de 
greasers is distillation of the sol- 
vent to the storage tank. The heat 
ing elements should never become 
bare during this operation. Fol- 
lowing this. the heat is turned off 
and fifteen minutes later the con- 
denser water is shut off. Oil sludge 
residue is then allowed to cool. 
This is important! Residue never 
should he handled hot. and a good 
practice is to let residue and de 
greaser cool over night. 

Phe dirty residue is then drained 
off into a closed container. This 
should be done under conditions 
of good ventilation. Doors and 
windows should be open and ven 
tilation fans should be turned on 
Clean-out doors are then opened 
and heating coils are removed 
from the boiling chamber. It. is 
not necessary to enter the degreaser 
If it should 
become necessary to enter the de 
grease’. the unit should be prop 
erly ventilated and all solvent va 


\ sign should it 


posted. warning personnel not to 


during this procedure. 


pors expelled. 


enter unless another worker is in 
attendance. The workman entering 
must wear an approved air-sup 
plied respirator The use of the 
air-supplied respirator does not re 
place the need for ventilating the 
degreaser. as illness mav occur 
from skin absorption in high vapor 

neentration areas even though 
the man is breathing uncontami 
nated air. 

All « losed conveyorized degreas 
ers should be provided with a fan 
and a duct for ventilating the boil 
ing chamber during clean-out and 


National Safety News, October, 1953 





maintenance operations. Figure 7 

illustrates the fan and duct work THE 
for ventilating the degreaser. The 
fan should have sufficient capacity 

to effect two complete changes of SAFETY 
air per minute, and should be run 
at least 30 minutes before a clean- 
out operation Is started. If it is STEEL 
necessary for a worker to enter 

the degreaser. the fan should be 
run at least one hour before the 
worker enters. 

Tests made inside a degreaset 
have shown concentration was 
dropped from a very high level (in 
thousands of parts per one mil- 
lion) to approximately 200 parts ATLANTIC 33 
per one million, 5 feet from the 


floor of the degreaser in 30 min NON-TEMPERING 


utes with a ventilation rate of 2 
air changes per minute: and to TOOL STEEL 
100 parts per one million, 5 feet 
from the floor of the degreaser 
after 1 hour. Concentrations 3 


A tool steel that requires no drawing of temper. 
Simply forge and quench in plain water. 


feet from the floor were approxt- 


mately double the 5 feet concen- Our Improved Shape 
trations. DISTINCTIVE @ VACUUM GRIP @ SAFER 


Safe Operation 
Operation of degreasers should ; : 
he restricted to personnel instructed Tools Identified A Convenient, 
ind experienced in degreaser Op- At A Glance Positive Grip 


Unexcelled for chisels, 
punches, cutters and black- 


eration. No time lost looking for 


Hand operated degreasers are brand marks, stamps or nit Gadi 
especially vulnerable to poor op- labels which disappear or 
eration and need spec ial precau are obliterated in use. 
tions to control solvent vapor. The Shape reduces possibility 
of pieces chipping and 
splintering off head. 


Safer Performance 


following are recommended proce- 
dures Forging Made Easier 
ee ee lip deen eaveese So tom» Greater Safety Assured 


comad on. Cand mer into surface as on oc- In Work 
kept between ‘ tagon and hexagon shapes. Tools do not roll off work- 
bench or sloping surfaces 
as do other shapes. 
Forging Cracks Greatly Reduces Loss of Tools and 
Reduced Saves Time 


Sealed SUGGESTED FOR THE FOLLOWING PURPOSES 


| Iv lowe ec 


i, : bg cor acta ie Cold Chisels Boring Tools 
" , : : hs whe hernd, ; Punches Rivet Busters 
ce ke eae Blacksmith Tools Track Chisels 
Shear Blades High Temperature Resisting 
Bar for all Hot Work 


Buy ATLANTIC 33—it’s a STEEL 


spray is 
Write for descriptive literature and price list. Dept. NS-1 


out well below 


At least six inches.) 


“| ATLANTIC STEEL CORP. 


Certain parts are difhicult to 


ce re a ee 1775 BROADWAY © NEW YORK 19, N. Y. 


recesses and capillary openings 
These parts cannot always be Developers of Non-Tempering Tool Steel 


placed in a position where drain- 
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MAN WITH ARMS 
7’ LONG 


We don't expect many applicants. Still, if one does 
show up, he might be able to stand far enough from his work 
to avoid being splashed by acids, caustics or solvents. 


Unfortunately the workers in your plant do not have 
arms seven feet long and so are constantly exposed to these 
hazards. It is for their protection that chemically resistant 
StaSafe aprons and garments were designed. 

For more information on clothing that's ‘better than a 
man with arms seven feet long’’, write in today for... 


BULLETIN NO. 23 


P.S. A note about your hazard will bring more 
detailed and specific information. 


STANDARD SAFETY EQUIPMENT COMPANY 
232 WEST ONTARIO STREET CHICAGO 10, ILLINOIS 





SAFETY DIRECTORS 


Incentives that will make your safety program 


work better! Skillfully carved walnut plaques offer an 
iward that stimulates enthusiastic competition 


at prices that fit within your safety budget 


Down through the ages the shield and coat of 
arms have signified contests battles won 
These have been modified in form of plaques 
but the age-old association of competition and 


victory is still present 


catalog available Wy oube Wellane 


Write for yours 
today! 


Address Dept. NS-10 


37 SOUTH WABASH CHICAGO 3, ILLINOIS 


age can be effected. Such parts 
can be placed in rotating baskets. 
and the basket rotated before it is 
withdrawn from the degreaser. 
Figure 8 compares concentration 
of vapor during degreasing with 
cupping parts in flat baskets and 
rotating baskets. 

{nother method of preventing 
solvent carry-out on parts coming 
from a degreaser is to provide 
some means of tipping or tilting 
parts so the trapped liquid will 
run out below the vapor line. On 
certain stampings which are difh- 
cult to drain. a hole is sometimes 
punched to provide adequate 
drainage. 

Solvent vapor loss is increased 
by pressure of excessive water in 
the solvent. This may result from 
introduction of wet parts into the 
degreaser or from the condenser 
water being too cold. If condenser 
coils are too cold. considerable 
water is condensed into the tank 
along with the trichloroethylene. 

Most modern degreasers are 
provided with gravity water sepa 
rators which reduce the amount 
of water in the degreaser, still 
every attempt should be made to 
minimize the amount of water in 
troduced. 

All degreasers should be pro 
vided with vapor-level safety ther 
mostats. This prevents the room 
from becoming flooded with vapor 
if the condenser water is not 
turned on. This is not an uncom 
non occurrence. and it is) often 
the reason for complaint from ad 
pacent workers. 

Automatic conveyorized degreas 
ers can give high Vapor concen 
trations if parts are not properly 
placed in baskets so proper drain 
age is effected. Speed of conveyor 
and the length of time parts re 
main in the degreaser are fixed 

On both hand-operated and au 
tomatic degreasers. leaks can be a 
source of solvent loss and solvent 
exposure to the worker. Phese 
leaks are not always large enough 
to cause dripping at union and 
pipe connections, so it is a good 
practice to check for slow leaks 
Pipe connections, valves, and gauge 
glass fittings can be checked by 
determining whether the paint on 
adjomning surfaces ts streaked o1 


pee led Veuvt page 
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TOP choice of 
TOP Utilities... <% 


Public utility companies throughout the country have found that only the best is protection 
enough for their linemen. That's why CHARCO's famous Flex-Saf rubber gloves and Flex 
Fit rubber sleeves are the top choice of top utilities. These companies know from their own 
experience that CHARCO'’s carefully controlled dipped rubber process, form-fitting and flexible 
designs, and extra safety testing pay off in better safeguards for their linemen and longer 
wear from CHARCO gloves and sleeves. Specify CHARCO on your next order and prove their 
quality in your own company operations. 

CHARCO also specializes in liners, leather protector gloves, glove bags, clamps, danger flags 
and other safety devices. A full stock of styles is always available and special designs can be 
created to meet your own specifications. 


Write today for a catalog of the complete CHARCO line. 
Visit our booth No. 415 at the 41st National Safety Congress, Oct. 19 


CHARLESTON RUBBER COMPANY 
162 STARK INDUSTRIAL PARK, CHARLESTON, S. C. 























ADJUST-A-DOCKS 


cut your dock handling 





ADJUST ORDINARY 
eae 
] -A- =m 3 LOADING 


DOCK DOCKS 


























LOWERED > 











_ ROWE METHODS, 


> “S 


With Rowe ADJUST-A-DOCKS shipments are moved 
directly into highway trucks, eliminating costly hand ™ 
loading. One ADJUST-A-DOCK handles three times the © : 
ordinary dock volume... often pays for itself in SO “ 
days. Breakage is prevented. .. dangerous loose dock 
plates are eliminated. Ask for complete data today. 

f 


WRITE TODAY for free illustrated 
Bulletin showing typical installations. 
ae > j 
INC. 2534-L Detroit Ave., Cleveland 13, Ohio ~ / 





/ 
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for smarter 


STYLE 


weal 


[SUARD-ATRE | 
4 ] | 
os a CATALOG 

‘gi 


ON REQUEST 


G-25 


English Brown Elk (Hand Stained and Hand Rubbed]. 

Full Cushion Insole. Dryseal Storm Welting for style 

and weatherproofing. Fully lined vamp of perforated 
grain Leather. Dacron stitched. 
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Ventilation of Degreasers 


Phe first approas h to control of 
degreaser vapor is through proper 
location, design, operation, and 
maintenance. If control cannot be 
attained by the above means, local 
exhaust ventilation may be a nee 
essary supplement. Tests on both 
hand-operated and automatic de- 
preasers have indicated that in 
most instances adequate control 
can be attained without ventila- 
tion. However, in unusual circum- 
stances, such as parts difficult to 
drain, and degreasers installed in 
locations of strong cross-drafts. 
vapor exposure may remain high 
even with good operation, Also. 
state or local regulations may re- 
quire ventilation. 

Proper degreaser ventilation is 
directed at providing just enough 
ventilation to control vapor (to a 
safe) concentration) that would 
escape from an unventilated tank. 
Excessive ventilation increases sol- 
vent loss by drawing vapor, which 
should be retained in the tank. 
into the ventilating system. The 
quantity of air exhausted is, there- 
fore, critical. A slot-type hood on 
one side of a narrow tank and on 
two sides of a wide tank should 
be used. (See Figure 9.) The re- 
quired quantity of air exhausted 
has been shown to vary from 30 to 
50 cubic feet) per minute per 
square foot of tank area.*:° It is 
recommended that the system be 
designed for 50 cfm per square 
foot of tank area and a slide 
damper he provided in the duct. 

The degreaser should then be 
checked with an instrument to de- 
termine concentration of trichloro- 
ethylene Vapor in the air. The air- 
flow should be regulated, with the 
damper, to minimum airflow that 
will effect proper control, The 
damper should then be perma- 
nently fixed. 

Where the carry-out of solvent 
on parts cannot be eliminated by 
rotating baskets, proper placing. 
tilting. or shaking of parts, it is 
necessary to provide mechanical 
exhaust ventilation. The best 
method is through use of a grill- 
top downdraft hood sufficiently 
large to accommodate the basket 
used. The required quantity of 
air exhausted is 50 cfm per a 
square foot of grill-top.® 
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For rugged 


SERVICE 


wear <RICo) 
SAFETY 


FREE 
CATALOG 


ON REQUEST 


Genuine HORSEHIDE Brown Leather. [Scuff Proof + Dries 
Soft « Stays Soft]. New “U-Tip” Construction gives double 
protection. Garrison Back and completely unlined. 
TOUGHEST-WEARING UPPER LEATHER 
KNOWN FOR HEAVY-DUTY WORK! 


Dept.452, 3301 ARCH ST. ¢ PHILADELPHIA 4, PA. 











CHEMICAL SAFETY ENGINEER 
TO HEAD DIVISIONAL SAFETY DEPARTMENT 


We are an old well-established midwest chemical manufacturer who ha at 
Substantial opening in our safety program To fill this we want a man with a 
positive and persuasive personality who ts capable of inaugurating selling 
and carrying out a compehensive safety program He must have a degree in 
chemical engineering or chemistry with at least five years responsible industrial 
safety experience in a chemical manufacturing plant Preferably he should be 
& member of the American Society of Safety Engineers 

The man selected will be given responsibility for the safety program of a large 
division of the company, will be expected to direct the work of other in 
Divisional Safety Department, and will be paid a salary commensurate with th 
responsibilities involved 

Please submit complete resume of personal data, education, previous experience 
Salary received and expected, and references in that order alt replies treated in 
confidence 


ADDRESS BOX 435 — NATIONAL SAFETY NEWS 
425 NO. MICHIGAN AVE., CHICAGO 11, ILL. 











Is YOUR plant 





worth 
half a dollar? 











A few of more than 200 high performance 
Berylco Safety Tools. Send today for 
complete, illustrated free catalog 


S Chief Reasons Why 
Many Emergency Hospitals 
Use KAP Antiseptic Oil: 


Packed in various sizes to fit any 
first aid kif or cabinet 


Ask your Safety Appliance Supplier 


When you consider that one spark can put 
ou out of business permanently pennies 
ire an awfully small price to pay for the 
assurance a Berylco Safety Tool gives you 
In many cases, the price differential between 
a Berylco tool and a Steel tool of similar 
quality is remarkably low. For example 
Berylco claw or ball peen hammers cost only 
1Se; more than quality steel tools 


Berylco Safety Tools are made of high-pet 
formance beryllium copper. They are non 
sparking in the presence of flammable or 
explosive liquids, gases and dusts. They are 
noncorrosive and nonmagnetic. In addition 
they have high service strength and compact 
design made possible by the great hardness 


and tensile strength of the alloy 


Berylco Safety Tools are sold by leading 
wholesalers the country over. For the name 
of the one nearest you, write 


THE BERYLLIUM 
CORPORATION 
Dept. 3J 

Reading 14, Pa. 


New York © Springfield, Mass. © Rochester, N.Y. © Philadelphia © Cleveland 
Dayton « Detroit ¢ Chicagoe Minneapolis © Seattie © San francisco + Los Angeles 


BERYLCO 


Representatives in principal world-trade centers 


Ready to use instantly —just 
spray or pour if on injury 


Antiseptic—protects against in 
fection. 


Anaesihetic—contains Benzo 
caine, recognized pain killer 


Non-toxic—simply means its 
safe to use 


Aids debridement—does not 
impede removal of foreign 
matter 


Los Angeles 21, Cal., makers of Kip Antiseptic ointment, Kip Tannic 


trial Hygiene 
Philadelphia 227 
W itheridge im N. and Wa 
orth, Herber 
Trichloraethy Degreaser, Journal 
1 Industrial Hygiene and Toxt 
ology. 22:175, 1940 
Industrial Ventilation 
Conference of Gov 
trial Hygienists r, & Sox 4534 
Lansing, Michigar 


iunders C4 


| entilatiar »f 


American 
ernmental Indu 


Operation Safety 


EDUCATING the pedestrian to 
watch his step in traflic is an im- 
portant phase of off-the-job safety. 

Last year 8,600 pedestrians 
walked themselves to death in 
trafle accidents. Many of these 
accidents could have been avoided 
if the pedestrians involved had 
been more alert to the dangers 
confronting them. 
November, 
Safety is concentrating on keeping 
the walker safe in traflic. 

Its November leaflet. The Case 
of the Persistent Pedestrian, tells 
the story of Willie Walker “the 
Jaywalk King.” Willie, like many 
careless pedestrians, persists in his 
unsafe walking habits in spite of 
Eventually, the 


During Operation 


several mishaps. 
law of averages catches up with 
Willie. 

The leaflet is written in breezy 
jingle style. and the humorous il- 
lustrations of Willie and his mis- 
adventures are calculated to dis- 
courage other pedestrians from 
following his example. 

Call your employees’ attention 
to the story of Willie Walker by 
distributing a. many copies of this 
leaflet as possible. Give them away 
as enclosures with paychecks 
house organs or other company 
literature. Place them in hand 
out boxes at bulletin boards and 
at other spots in the plant. 

Phe entire November Operation 
Safety kit deals with the pedes 
trian problem. 

The Operation Safety program, 
a year-round program of trafhi 
safety, is being used successfulls 
by many industrial concerns in 
their off-the-job safety programs. 
Designed primarily for community 
use, it is proving equally success- 
ful in the plant. For complete in- 
formation on the program and its 
materials, write Bob Shinn, Di- 
rector, Operation Safety, National 
Safety Council. 
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SIPCO DUNKING STATIONS 


. . . the SAFE Solution to Your Plant 
Smoking Problem 


More and more Sipco Dunking Stations are seen in 
plants large and small across the nation, and for good 
reason! 

The SIPCO safe smoker, for more than seven years, has 
been doing a job—a big safety and good housekeeping job 
that “makeshift” cans and buckets can't do 


YOUR PLANT Specifically designed for hard industrial use—and abuse! 


Cigarettes, cigars, matches, etce., are doused immediately 
SHOULD CONSIDER There is no smoldering—no fire hazard! Easy to care for, 
THESE ADVANTAGES easy to install, Sipco Dunking Stations will last a lifetime! 


@ Sipco Dunking Stations are the safest industrial smokers 
made—were specifically designed for this purpose 





Sipco Dunking Stations promote the cause of Good House- Unit No. 1—Heavy cast aluminum canister, at- 
keeping and neatness by providing employees with the first tractive metal sign, upright and heavy weighted 
suitable industrial smoker base for use on floor aisles, ete 

@ Sipco Dunking Statior reduce wasted time caused by Unit No. 2--Same as Unit No. 1, except without 
sneak smoking.” base and upright. For walls, columns, etc 

@ Sipco Dunking Stations will fit in perfectly whether you per- Unit No. 3—(Not Illustrated) Canister alone, with 
mit smoking in restricted areas or over your entire plant mounting bracket 


Write Now for Illustrated Folder Which Gives Complete Details! 


STANDARD INDUSTRIAL PRODUCTS CO. 


116 SOUTH GARFIELD AVE., DEPT. S, PEORIA, ILLINOIS 








FIRST CHOICE 


for 


FIRST AID 


... for treating 


BURNS ana MINOR INJURIES 


Vaseline’ Sterile Petrolatum Gauze Dressings 
are preferred by most medical authorities and 
used by the Armed Services, fire departments, 
rescue squads, disaster units, and for first aid 

in industry, schools, camps, athletics... as the safe, 
oothing, and simple wound covering of choice 
Get a stock today at any drug 

or surgical supply store 

No. 1 size—3" x 36° Strips Heat-sealed in 
No. 2 size x 18” Strips handy, compact 
No. 3 size x 36 Strips foil-envelopes 
Always Sterile... Always Ready 

CHESEBROUGH MFG. CO., CONS'D, NEW YORK 4, N. Y. 


Professional, Products Division 


Vaseline 


TRADE - MARK 


Sterile Petrolatum Gauze Dressings 
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Jackson for Safety 





JACKSON GOGGLES type W-50 


Made for gas welding, cutting and brazing, these 


goggles consist of two plastic eyecups joined 


firmly, yet flexibly for proper fitting 


e Kye cups have vent screens against fogging, 


and baffle plates to keep out light and flying 


particles. Lenses, 50 mm., have cover glasses 


e All Jackson headrests are of extruded plastic, 


hold their shape, are easy to clean and sterilize 


Cork padded sweatband is inexpensive, easy 


to replace. 


Type WR-50, shown left, has the same 
goggle assembly as type W-50, but is held 
by an adjustable elastic headband 

e Goggles for chipping and grinding have 
clear, hardened 50 mm. lenses. They are 
otherwise similar to the welding goggles 
described above, but vent screens carry 
no baffle plates 

Type G-50 with headrest 

Type GR-50 with elastic headband 





JACKSON EYESHIELD type J-1 


A lightweight protection for eyes and face in 


metal finishing, metal pouring, spot, 


flash welding, woodworking, etc 


e Plastic headrest is moisture proof, 
Spark de- 


clean, has replaceable sweatband 
tlector protects forehead 


gun and 


easy to 


e Fire repellent visors are quickly replaceable. 
They are available 4, 6, and 8 inches deep in a 


variety of shades and thicknesses 





Sold world-wide through distributors and dealers 


For 
greoter safety in the welding shop, vse Jackson's famous 
insuloted arc welding electrode holders and cable connectors 


PRODUCTS, INC. 
WARREN-+-MICHIGAN 





GUARD 
SWEEP 


Guard sweeps 
across feed area 
on downward 
stroke of ram 
Flat are of guard 

arm travel provides greatest possible 
protection. Entire guard easily swung 
aside for making press adjustments 
Send for Bulletin 135 


@ Double Sweep Gvord 





SEARJEANT Safety GUARDS for Punch Presses 


Fit Any Press, 30 Day Free Trial 


Other Guords designed and made by Searjeant 
@ End Zone Barrier Guard 


SEARJEANT METAL PRODUCTS INC.  %* 12 Pittsford Rood 


Adjustable 
BASKET 
GUARD 


Enclosure 
type guard, 
used for 
blanking and 
other first 
operation work, prevents operator from 
reaching in or coming in contact with 
moving die. Easily installed on 
make punch press. Also available 
clear plastic window Write for 
catalogs 





@ Non-Repeat Mechanism 








Green Cross Parade 


From page 156 


Henry J. Fisher. chairman, Finance 
Committee, McCall Corp 
James P. Fordyce, president Nev 
York Board of Trade 
G. Keith Funston, president, New 
York Stock | xchange 
I)y Buell G. Gallagher, 
(ity College of New York 
Bernard F. Gimbel, chairman 
Brothers, Ine 
William B 


(,iven f.. chairman, 


American Brake Shoe Co 

George E. Goldsmith, president Mid 
East Manhattan Chambe 
ly 


of Commerce 


president, W R 


Joseph P. Grace, Jt 
(,race & Co 

Peter Grimm, chairmar 
White & Sons 

"; 2 
Fifth Avenue Association 

Morris Hadley, Milbank, Tweed, Hope 
& Hadley 

Paul M 

wce Co 

I Roland Harriman, Brown Broth 
ers-Harriman & Co 

I. J. Harvey, Jr 
kote Co 

Horace Havemeyer, Jr 
National Sugar Refining Co 

Dr. Henry T. Heald, chancellor, New 
York University 

Daniel Paul Higgins geers & Hig 


William \ 


Griswold, Jr., president 


Hahn, president, American 


president, The Flint 


' 


F president The 


John Holmes 
ternational Paper Lo 

Dr. William Jansen, superintendent of 
schools, City of New York 
Josephs, president, New 
York Life Insurance Co 

Dr. Grayson Kirk 
bia University 

Leroy A 
politan Life Insurance Co 

David L. Luke, Jr., president, West 
Virginia Pulp & Paper Co 

Dr. John F. Mahoney, Commissioner 
of Health, City of New York 

Dr. Julius Mark 

Dr. Robert J. Meé 
side Church 

Gustav Metzmar 
Railway Car Institute 

Charles S. Munson, chairman, Air Re 
luction Company, In 

Bishop Frederick B. Newell, Bishop 
of the Methodist Church, New York 
\rea 

Dr Norman Vincent Peale 
Collegiate Church 

Edward V. Rickenbacker 
Kastern Ait Lines In 

W.S. S. Rodgers, chairman, National 
Safety Council Trustees 

Dr. Howard A. Rusk, director, Insti 
tute of Physical Medicine & Rehabilita 
tion, New York 
Medical Center 

Hudson R. Searing, president, Con 
solidated Edison Co 

Herbert E. Smith, former president 
United States Rubber Co 


Hinman, president, In 


Devereaux ¢ 
president, Colum 


Lincoln, chairman, Metro 


Te mple Emanu I l 


racken, The River 


chairman, American 


Marble 


ch iirman 


University Sellevue 
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Jackson for Safety 


JACKSON Arc Welding HELMETS 


High-compression molded of glass fiber thermo- 
setting plastic, one-piece helmet shells hold their 
shape, resist high heat, high voltage, moisture 
and weld spatter 





e Extruded plastic headgear has padded sweat- 
band and adjustable friction pivots that will 
permit helmet to float down without jolting, or 
stay in any desired position 


Machine 
ims, pres 
f Commer 
Wurzbact 
unty Medical Sor 


Stationary Front Helmet H-1 has 

light metal lens holder. Cover 

glass is replaced from the front by 

sliding it out, without disturbing 
other parts 

New Standard Covers . ( Lift-Front Helmet, type H-2, per 

Medical Gases : , mits work inspec tion without 

raising entire helmet. Plastic lens 

There is no margin for mis holder has hinged door held by 

; coil springs. Filter lens has cover 

glass, while a second clear glas 

stays in place when lift-front is 

roup of manufacturers, military opened 


takes that cost human lives 


Acting on this principle a 


ame industrial researchers 





ave drawt up an American 


Standard for eliminating one un 


predictable hazard of hospital JACKSON UNIGOGGLE typeW-60 


operation The first one cup headrest gogale made for 


Phe standard is a safety code gas welding, cutting and brazing. Plastic lens 
vering the use of medical gases. frame bears gently but firmly against face 


prevents the accidental switch e Goggle pulls forward and up to clear various 
if gas containers on anesthetic prescription glasses now used. It’s worn slightly 
lower than other goggles for comfort 

if Mmnes 

>x 4'," size in shades from 3 

through 6, protected by a cover glass. Both 


are easy to replace. 


, i ard . 
The new satety code, le veloped . Lens Is st inda d 


under the fe ade rship of the Crom 
pressed Gas Association. is made 


up of same 10 representatives of 





nufacturing Companies | 
‘ r ” }) in . teehni Sold world-wide through distributors and dealers. For 


creties and the arin dl Ser\ greater safety in the welding shop, use Jackson's: fomous 
insulated orc welding electrode holders and cable connectors 
J. Crowe. assistant viee 


1 the Ain Reduction WARREN- MIC ! AWN 
° HIG 
New York. is chairman 








nittes developed ihe 


cooperation with the REDUCE YOUR MAINTENANCE COSTS 


Hospital \ssociation , 
ee ee a ; “2 —" 7} DRI-RITE WATER, OIL AND 


it was tested this apring —_—* 4 GREASE ABSORBENTS 
g , i ; 


Dries and cleans floors Absorbs 
water, oil and gqreas Eliminates 
- scrubbing. Prevents 
Safety System. It formes ' — . 
mnite quality 
been proven in 
nn Standard B57.1 y " +1 small industrial plants 
P = ee available to you 
(as ( vlinder I alve. “ y 
Write for details 


ber ol large hospitals 


safety code is called the 
addition lw thy yt) 


Inlet Connections, ve 
, " : M f 
le te eee Re anufactured by 


erican Standards Asso : THE DRI-RITE COMPANY 
a 100 W. Chicago Ave, Chicago 10, III 
ee ee Get DRI-RITE Protection 
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placed on the yoke connections 
of medical gas cylinders, each pin 


1 


in a different position for each 
type of gas. Two holes are placed 
ee -SO EASY ce) ey = Wy V0 - aap corresponding eatin the 
valve connection of the gas eylin 
der. Since there is only one com 
bination of pins and holes fon 
each gas, it is impossible to use 


the wrong gas. lf the wrong eylin 


der valve is tried. the holes and 
pins will not matel and the two 
parts will not fit together. A simi 
lar system further insures the pa 


tients safety by making certain 


PERSONAL that the evlinder corresponds with 
the type of gas with which it ts 

; ; SAFETY being filled | 
AN a PADLOCK Hospitals are rapidly adopting 


the new system because they can 
easily convert their existing anes 
thetic equipment without waiting 
for replacement with new. up-to 
date equipment \ yoke adapter 
fitted with the appropriate pins 
slips onto the yoke of the yas 
machine, 

The new standard will be used 
internationally It has been ap 
proved by the Canadian Standards 


No chance for accident... no risk Association and has been accepted 


of power or steam being turned on ah = a by British industry and medical 
when each electrical repairman, ; : circles. 

boiler cleaner, etc., has his own Corbin - 

Personal-Safety Padlock. Made especially 

for safety purposes, they have a solid die cast Simple But Effective 


case, a shackle-opening height of 254 inches, 


and an attached metal identification tag. Ordinary rubber chair tips on 
, 2 y . © ss m | 
Disc tumbler mechanism has 200 regular key changes projecting parts. such as rods an 


and 700 possible changes when so required. 
Corbin P65R Padlocks can be keyed alike or many scratches. abrasions and torn 
master-keyed. We will gladly help you work clothing of machine operators and 
out a Personal-Safety system based on your others. Chair tips are economical 


poles and sharp ‘ dges. will preve nt 


specific needs. For further information and easily obtainable in) various 
2 a ie 
without ol ligation, write to = —1zes al variely and hardware 


stores, 
CORBIN CABINET LOCK Division 
The American Hardware Corporation 


New Britain, Connecticut, U. S. A. 


LEADING MANUFACTURER OF SAFETY GARMENTS 


hk PROTECTION F 








PRODUCTS INCLUDE 
GLOVES SLEEVES FOUNDRY JUMPER 
SPATS HATS LEGGINGS SUITS 
HELMETS PANTS FOUNDRY OVERSHOES 
MITTENS COATS BLANKETS CURTAINS 


ARM MASKS FINGER KNEE PADS rom 
PROTECTORS APRONS PROTECTORS HAND PADS -h | 
MADE IN ASBESTOS — LEATHER — FIREPROOFED DUCK } 


AN" 
HOLCOMB SAFETY GARMENT CO. THE UNITED Zeny 


118 North Jefferson Street Chicago 6, Illinois 
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Safety Followed Through 


From page 109 


i later meeting held in Chicago in 
lune. there developed . many PROTECTS HANDS > 
“new ideas and phases ind new 
visions of what might be done by : 4 
sucl an organization — that a spe AGAINST OIL GREASE Se 
clal committee was appointed to 7 7 
revise the proposed constitution 
and by-laws to include these new GRIME PAINT 
plans This committee included 7 
Robert W. Campbell. chief of the - 
legal staff of the Illinois Steel Com Saves Job Time 
pany. David Van Scehaack. Arthur 
T. Morey. of Commonwealth Steel 
Company, G LL. Avery. and R ilph 
C. Richards 
About 200 persons atter ded the 
second safety congress it New 
York. September 23-25. To carry 


forward their safety ideals, the ‘se Du Pont “PRO-TEK” acts 


delegate created — the National 

Council for Industrial Safety. with ° 0 

Robert W. Campbell ax its. fir : like an invisible work glove 
president. Its objectives. as out 

lined at the organization meeting 

You protect workers’ hands and save production 

time with Du Pont “PRO-TEK.” This hand cream 

acts like an invisible work glove—guards the skin 


were 


against grease, grime, paint and insoluble cutting 
oils. It is easily applied by workers before they 
start the job. “PRO-TEK”’ washes off quickly 
easily with plain water—carries all the grime down 


try the organizatie " the drain. It saves job time .. . maintains produc 


ited with = the thon tion efficiency . and boosts morale. 
Ask your supplier for Du Pont “PRO-TEKK 
now. Or write FE. |. du Pont de Nemours & Co 
Inc.), Wilmington 98, Delaware 


REG. U.S. PAT OFF 
BETTER THINGS FOR BETTER LIVING PROTECTIVE CREAM 
THROUGH. CHEMISTRY 


FOR SAFETY’S SAKE... 


DAV-SON FiLA—H N 
SAFETY DIRECTOR | 


With Amazing Changeable Letter Slide Out oy 
Bright crafhe light red) green spots flash 
SAFETY FIRST Color, motion, ligt 
bring exses directly to message Onl 
DAV-SON has changeable lettes design 
with removable panel for quick changes 
peak attention. OX red 4!) 2" and 250 black 
the first executive lw” acetate letters in Compartment box 
= incl. Size 18! yx 29x6. Complete with Lamy 
Ralph ( Rich i und tL. Cord $39.95 
. 7 Insist on genuine self-sealing cork back 
Close. David Van 4 bulletin boards—hardwood frame. § 
12,18 and larger. With or witho glass 


Schwedtman. Lew doors. $4.15 up. Also with metal frame 


outside use 
\l \\ ilsor ( \\ \A, A Das-Son board for every purpose. Over 10 


, : j 
} \ oht | ( x sizes and styles to choose from. Dealer Inquir 
; si ‘ : If your dealer doesn't have the Das-Son 

Ave ry. ( harle “ Pic z. need write direct 


iba i Reng yale A. C. DAVENPORT & SON, INC., de») nn 
— OUNE ; 311 N. DESPLAINES STREET *« CHICAGO 6, ILLINOIS 
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@ The Wachs Safety 
Counterbalanced Vault 

Cover can be opened with ease and 
safety by one man. To open, merely 
insert the combination Key-Handle, give 
it a half turn and open the cover with 
one hand. The counterbalance weights 





that make lifting the cover a one handed 
job also hold it in an upright, protective 
position while a man is below. Designed 
and manufactured to withstand the 
heaviest traffic, many of these units have 

















given trouble free service for over 40 
years under the most rugged conditions. 
Several leading utility companies have 
had them in use for this period of time. 








Write today for descriptive literature showing 
dimensions, weights, construction, prices, etc. 


THE E. H. WACHS COMPANY 


ote le arent of Lmgerted ademed oon fanery seca 1889 


1525 NORTH DAYTON STREET 4 CHICAGO 22, ILLINOIS 


NON-TOXIC SKIN CREAM 
acts in 3 ways at once - 
PROTECTION h@ ~ 
“«. = 
ST AENEUOE I~ = () \ S 
ALLEVIATION | gl COE 


Used successfully for a number of years in all types 

of industries for skin protection of workers 
PROTECTION against irritating and drying materials 
ASTERMA'S lubricating action is effective in the removal 
of inks, paints, dyes, dirt, grime grease, oils, aids in pre- 
venting skin-disorders by keeping skin clean and soft 


PROTECTIVE 
SKIN Cray 


In constant use in Industrial Hospitals for a number of 
years for First Aid, all types of burns, cuts, bruises, et« 





Recommended and prescribed by Physicians and Skin 
Specialists 


ASTRA Laboratory, Inc., Scotia, New York 


Some choice territories open for distributors 
loformation and samples to industries upon 


204 


Robert W. Campbell, William H. 


Cameron. 

Management of the new Council 
required the services of a full-time 
secretary. and the job was far from 
attractive. Tt promised uncertain 
paydays and plenty of sleepless 
nights and frustrations. But the 
executive committee found their 
Mia. 

The skipper who took the wheel 
of the frail newly launched craft 
was William H. Cameron who had 
been manager of the casualty de 
partment of American Steel Found 
ries. He was a pioneer in indus 
trial eye protection, saving many 


eves with the makeshift 


ggles 
ed a 


conspicuous part in the first two 


wa 
- 


then available. and had play 


salety congresses. 

\ Scotch Canadian with strong 
convictions and an amazing capac 
ity for concentrated effort. Cam 
eron managed to instill drama into 
a cause that had seemed passive 
and negative. And he did much to 
convince a doubting world that ac 
cident prevention had measurable 
economic value. With the excep 
tion of a brief period in 1919-20 
he remained at the helm until his 
retirement in 1OU2., 

Within three weeks after the 
New York Congress the National 
Council for Industrial Safety 
opened an unpretentious ofhice In 
the Continental and Commercial 
National Bank Building at 208 
South LaSalle Street. Chicago. In 
this building were the executive 
offices of Hlinois Steel Company. 
the organization which gave the 
Council its first president, 

In launching the Couneil and 
during its early trying days Camp- 
bells legal and organizing ability 
and experience and his eloquent 
leadership were invaluable. In the 
steel company s offices was another 
able and valued friend. Robert J 
Young. then head of the safety de- 
partment. Youngs experience in 
accident prevention work ante 
dated the national organization by 
many vears and his time and ex 
perience were always at the sery 
ice of the Counet 

Right from the start. the Coun 
cil received recognition from. the 
press. On page | oof the Chicago 
Tribune for October 17 was a bv- 
line feature story announcing the 


new organizalion \s a news story 
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it ranked with the impeachment of 
New York’s Governor Sulzer and 
the passage of the seemingly harm 
less Income Tax Amendment 

“One of the most important of 
fices in the world Was opened 
quietly this week on an upper floor 
of the Continental and Commercial 
National Bank Building wrote 
Henry M. Hyde of the Tribune 
stafl 

The two men in charge (¢ amp 
bell and Cameron) have under 
their direction a great national 
campaign which may easily result 
in the saving of at least 10,000 
lives a year. There are six million 
humble homes in the United States 
in each of which the establishment 
of this office and the announcement 
of the work it is to undertake 
should be the biggest piece of news 
in this generation.” 

Perhaps Hyde had a gift of 
prophecy in predicting such a fu 
ture for the safety movement. Few 
movements have started with a less 
tangible proposition. And pet 
haps, too, he caught some of Will 
Cameron's dynamic sincerity and 
enthusiasm 

Immediate assets of the Council 
included 40 members and promised 
membership fees of about $1,400, 
also a desk, two chairs and an 
empty filing cabinet. During that 
lean first year the Council survived 
on faith and a loan on Cameron's 
life insurance 

With the Third Safety ¢ ongress, 
held at the Hotel LaSalle, Chicago. 
the safety movement began to 
emerge from the legendary era. 
Membership and income had in 
creased, although the treasurer’s 
report was still far from impres- 
sive. Services and influences were 
expanding, its fund of information 
was steadily growing. it was at 
tracting able men to serve 
voluntary officers, and it was gain 
ing the prestige and influence that 
enabled it to survive the grim tests 
of war and depression. 

At the third congress. the name 
of the organization was changed 
to “National Safety Council.” be 
cause its leaders were beginning to 
realize the broadening scope of the 
Council's future activities, in addi 
tion to the obvious advantages of 
streamlining the name. 

Looking back from the turmoil 
left in the wake of two world wars. 
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Put Safety 
Brakes 
On 
Your Floors 


There is new safety in walking when floors are finished with 
Ves-Cote . . . because Ves-Cote contains a new and proven 
anti-slip agent, DuPont’s ‘‘Ludox’’* colloidal silica. These 


minute particles of ‘‘Ludox’’* create excellent sole and heel 





traction—offer effective braking 


action for each step. ANTI-SLIP 
PROTECTION 


In addition to safety, Ves-Cote 
dries to a high lustre; is long- 


wearing; water resistant; easy to : 
. , Fir eee ene 
apply and dries quickly. em 


If you need safe floors, yet de- When you step on Ves-Cote, the 
. - weight of the foot forces the hard 

¢ ‘ activ rc. Vac. (“ “Ludox” colloidal silica spheres into 
mand attrac live floors Ves ( ote the wax particles. providing superior 
ew —, braking action. This way. Ves-Cote 
1S your answer. gives greater slip protection 











"Sredemett of E. |. Du Pont de New . 
‘ aT ' Approved by the 
y Underwriters Laboratories 
INCORPORATED 


4963 MANCHESTER AVE 
ST. LOUIS 10, MISSOURI 


UIA x DPS sien cr atc kinos ror 


BAKLO ENAMEL SAFETY ano EFFICIENCY 





ow: pans a | 


= 
| v7 a oe 


POSITIVELY 





=e ee "mat 
PRAIRIE STATE PRODUCTS C0. CO. **2 .tcace ss, ina 
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think there 
serious problems in the world in 
which the National Safety Council 
was born. Each age, however, has 


one might were no 


had its own problems: social, eco 
nomic and political. Working un 
derneath the seeming tranquility 
of 1913 
soon to blow the lid off the world’s 


were forces which were 


peace. 
Although war was far from 
America’s thoughts 410 years a 


yi) 
BY. 


f 
the men who met to complete the 





Utility 
Suits — Neo 


Industrial 
Aprons — all 
types, 


synthetic 
rubber. coat 


*~ 
ft: 


) pF 


Work 
Buna-S_ coat 
Buna ed, lined, 
double - back 





7130 White 
canning 
sizes 








See Our 





b 


48 


Hot Mill 
band top short 


Display 
in 
BOOTH 


3 





MB-912 light 
rubber 
boots 


D 
: ann 


organization of the National Safety 
Council were facing a serious prob- 
lem: one that affected the welfare 
of millions of workers and their 
families and the economic interests 
of the country’s industries. 

The traffic accident situation had 
not yet forced itself upon public 
attention but industry was suffer 
ing nearly 35,000 fatalities a year 
and an unknown number of dis 
abling injuries. 

With far 


fewer industrial poi 


in a HURRY? 


e ( omplete Stocks 
! e Immediate Delivery 
e Lowest Prices 


... and the most sweeping guarantee 
ever proposed by any firm. 


BiG, NEW 
CATALOG 
NOW 
READY 


The only catalog that contains 
swatches of actual materials. 112 value 
crammed pages . . . complete head-to- 
foot protection for industrial workers 

everything you need including 
gloves, aprons, boots, clothing, sleeves, 
leggings, foot guards, finger guards, 
respirators, face shields, acid utensils, 


nahese: bs 


1216 WEST MADISON STREET 
CHICAGO 7, ILLINOIS 








922 Neoprene 
coated 
gauntlet 


909 Knit wrist 211 
Neoprene glove. |i 
coated length 











asbestos 550 steel 56 
ribbed 
leather 


Leather 102 leather 
palm and palm and 
safety cuff gauntlet 














sons than are in use today, occupa- 
tional diseases were taking a heavy 
toll because of ignorance of even 
the elementary precautions. 
Industry Was perplexed and not 
a little worried. Recently enacted 
workmen's compensation laws were 


Public 


aroused by 


increasing Operating Costs. 
sentiment had been 
several vivid magazine articles de 
scribing the conditions under which 
men worked in transportation and 
the heavy industries. 

Industrial leaders generally were 
sincerely interested and anxious to 
learn the techniques of accident 
prevention, although many were 


skeptic al. 


already started 


\ few companies had 
safety programs 
and it was from the experience of 
these that a coordinating organi 
zation was made possible. A few 


indif 
refuge behind the 


industrialists were callously 
taking 
excuse of the 


ferent 
ine urable careless- 
ness of human beings. 

The country was looking for a 
remedy for accident ills. vet. the 


difficulties of organizing the nation 


ON OILY AND < 
GREASY FLOORS 


COSTLY SLIPPING 
ACCIDENTS 


\ 
USE 
amms 


FULLER’S EARTH 


Adds greatly to the safety of 
your shop Provides safe non- 
slip footing ¢ Absorbs oil and 
grease ¢ Lessens fire hazard 
because, unlike saw dust or 
wood shavings, it is non-in- 
flammable ¢ Every shop needs 
this low cost safety aid. 
A trial will convince you. 


Send for FREE SAMPLE. 


TAMMS INDUSTRIES, INC. 
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ind selling it on an intangible sin and Pennsylvania and the fol- Harrison Bros. & Company 
llinois Steel Company 
proposition were enormous Skep- lowing organizations Hlinet oe omy 
fat | } lit International Harvester Companys 
ticisn atalism even hostility 
mn & Sharpe Mar ! o | whawanna Steel Comy ms 


were prevalent. But the Sponsors aiaies Middle West Utilities Company 
of the movement had faith. enthu Midvale Steel Company 

National Cash Register Companys 
New Jersey Zine Company 


vie Institute of 


t 


(arne 
siasm and fortitude Casunttio Steet Compane 


An interesting story might) be Chicago & North Western Railway Nichols Copper Company 
written about the unknown pio Chicago Railways Company New York Central Lines 

neers of safety: the men who had Clairton Steel Works Pennsvivania Steel Companys 

heen working to prevent ace idents Eastman Kodak Company Rochester Railway & Light Company 
I I. du Pont de Nemours & Com Vale & Towne Manufacturing Com 


pany pany 


in their own companies betore the 
organization of the nation-wide Employers Indemnity Exchange Youngstown Sheet & Tuhe Company 
safety movement. Their work General Electric Company Wisconsin Steel Companys 

made possible the first ¢ oopera- 

tive Safety Congress and the 40 

vears ol progress that has been re- 

corded The men who could sup 

ply the details have been gathered 


to their reward and only scattered 


For wiping. for polishing — 


iragmentary records have been 


leit 


The Proceedings of the Second ‘ T} VO VK 
Congress. however. does contain a low-cost K | \| W | PES 
partial list of companies which had 
“egg a oe eee do a better job —end the risks 
provided the programs tor several of rags and Wasle 
SESSIONS The organizations repre- 
<ented in the program in luded the 


industrial commissions of Wiscon 


* a * * 


You Can’t Fail 
IT’S A LIFE SAVER 











IT LOCKS—IT HOLDS — 
Prevents death and injuries 
from falling. ing and tough-job wiping. Kimwipes — sizes — 15x18" and 5x9", Order a 


SAFETY DEVICE FOR LADDERS industrial tissues are non-abrasive -vpply from your distributor today 


Easy and inexpensive to install: Clamps to vou ll never have a worry about or write to Kimberly-Clark ¢ Orpor 
pole or frame No welding or 


sasolt. clean. absorbent tissue job Vet scvane \pensive a tre shoclean 


made especial lor preet ion polish liste can be used every titre Iwo 


seratehing. linting or disintegrating ation, Neenah. Wisconsin for litera- 
to operate: No upkeep Requires no 
attention from climber. Anyone can use it 
Safety Specifications: High safety factor. Wil 


ti yl rcp A Product of 


Write for folder 


safety Fewer tadder Co. Kimberly- 


BURBANK: CALIFORNIA 
Manufacturers: Safety Lifeline Lock Clark 
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Strong enough, too. for most any ture and complete information, 








Safety Films 








THE FOLLOWING films were pro 
duced, or released for national dis 
tribution. after the appearance In 
the June issue of the 1953-54 edi 
tion of the Current List of Safety 
Films". 


Railroads 


The Freight 


(l6mm sound 


Throus h 


color. 21) 


Gore s 


motion) 


kim 


phasizes the importance of each 


min. Production date, 1952. 
individual's observance of freight 
handling rules by showing what 
happens to cars and lading when 
trainmen., enginemen and yvardmen 
don't use their skills properly. I 
the 
the 


jobs and the loss of business to 


lustrates direct relationship 


between number of available 


other forms of transportation 


through damage of goods and a 
cidents to personnel caused by 
freight 


carelessness in railroad 


transit Source: Association of 


American Railroads, Freight Loss 


and Damage Prevention Sectior 

9) bk. Van Buren St.. 

Availability basis: purchase. 
The Safety 


sound 


Chicago 
V oice ol 9mm 
slidefilm ) 
Production date, 1953. 
by the Missourt Pacifie 


color. 5 miin 
Sponsored 
Lines and 


Hill, this 


film presents a new approa h to an 


narrated by kdwin €. 


old problem safety cons? ious- 
It tells of the 


self preservation. possessed bv all 


“inner voice ol 


' 
ness. 


that warns us of dangers not 


always consciously noticed, and 


stresses the importance ol develop- 


ing a salety consciousness which 
will always be on the job no mat 
the 


he Is doing. 


worker is or what 


At the end the audi 


ter where 


Show This 
Safety Film 


Use this fine safety film, “SAFE EXIT,” in your safety 
program at school, plant or club meeting. Dramatically 
filmed and edited by the makers of VON DUPRIN Fire 
and Panic Exit Devices, ‘Safe Exit’’ is a public service 
film devoted to the promotion of safety education... 
and offered to you absolutely free. It is in no sense a 
product story. 

“SAFE EXIT’”’ is a 20-minute, 16 mm, black and white 
sound movie, ideal for use in any safety training program 
for children or adults or for informal luncheon club or 
PTA meetings. 

It costs you nothing to show ‘“‘SAFE ExiT’’—not even 
postage! Just fill in and mail the booking coupon request 
below. Send it today ... help promote safety all year long. 


ence os requested to join in sing- 
ing a specially written “Song of 
the Voice of Safety.” 
Premier Radio Enterprises, Ine.. 
1035 Locust St.. St. Louis 3, Mo. 
Availability pur- 


{ hase. 


Source: 


basis: preview, 


Public Utilities 


Pole Top Rescue (16mm sound 


motion) color. 29 min. Production 


SLACK SUITS 
COVERALLS 


* JUMPERALLS 
* WORK DRESSES 
* CAPS 


® Serviceable 
® Durable 

® Washable 

® Colorfast 

® Sanforized 


Vonneaut Harpware Co. Von Duprin Div. 
408 West Maryland 
Indianapolis 9, Indiana Date 
Yes, we wish to show the 16 mm, sound, B & W movie, “Sarge Exit.”’ 


Date desired or 
Type of audience 


Expected attendance 


We understand film is absolutely rent-free, postage paid. We 


WRITE for complete 
information on styles 
and prices 


agree to return film the day following our showing Von Ouprin 


Organization 


Authorized by 
RANDLES Manufacturing Co. 
2 CAROLINE ST. 
OGDENSBURG, N. Y. 


Address 


City Zone State 
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date, 1953. Illustrates the applica- b. That proper facilities for irriga 3. In chemical injuries, (caustic 


! 
tion of the Oesterreich method of The age eg available 1] espet ially) a later breakdown of 
‘ Mat) o6oplant)=«6 dispensary is We 


pole top resuscitation. A line crew corneal epithelium must be wat hed 


equipped for irrigation and care 
of a large electric utility company for. The cornea can heal com 


o , \ . Chemical Injuries. 
+ ne rye is method - : "7 si pletely and then break down later 
under Various conditions. Source: I. Degree of damage oe even month later 
Edison Electric Institute. 120 Lex from destruction of epithelial laver : 


ngton Ave.. New York 17. Avail only up to “cooking” of cornea, 
2. Burn of conjunctival surface 


h. Acids may be less dangerous 
in concentrated solution, and then 
ibility basis: preview. purchase. 

of lids may cause adhesions to they can be very dangerous. 
globe to develop. These are ex- 5. Fumes are deceiving. Chemi- 
ceedingly difficult to correct, often cal droplets dissolve in tears to 
requiring plastic surgery, especial- form solutions injurious to tissues. 


ly in neglected cases, 6. Chemical solutions or par- 


on th hhh 


From pa ‘ }2] 


ia, alee dace Yggy KEASONS 
water from delicate eve tissues 
sn igs ag ad; WHY... 


chemicals contains many ne 





have known for vears as well as 
many that are new. All need extra 


care which means: 


uci BLAW-KNOX ttecrrororcen» GRATING 
IS YOUR BEST BUY 





. 7 : , ' 
» watd a = —PSTRENGTH We factory-fit this 


one-piece Open Steel 


SERVICE Gy, —PSAFETY Flooring to your dimensions 
ene Sone WY —PLOW UPKEEP for easy installation. 


vilivee aelaiby You can cover dangerous 
increase loyalty—redu labor turno & 5 - 
Show : rs ode tor call ~ loyal wine L Oo N G L | F E 


with o Met Arts Service Award Emblem 


open areas and add useful 


—> SELF-CLEANING space inside and out. 
SAFETY y USE COUPON FOR DETAILS AND PRICES 


Fewer Accidents 








mean more moan 


I 
power, less lost time. Encourage safety with our 
Safety Emblems. Emblems can be applied to tie hd 
clasps, money clips, lighters, etc an 


uy BLAW-KNOX COMPANY 
GRATING DEPARTMENT 


BLAW-KNOX EQUIPMENT DIVISION 
P.O. Box 1198, Pittsburgh, Pa. 


QUOTA CLUB 


Start a Quota Club and watch your sales in 
crease. Y r sclesmen will be proud to eorn the 


right to weor an emblem with your company name 


Please send prices on sq. ft. Grating as per specifications marked at right 


Please send prices on Type Stair Treads inches wide 


SUGGESTION 


gment your ssh aword with a distinctive COMPANY 
: : 


mpetition among your work 





material and method savings INDIVIDUAL 


STREET 





WRITE FOR OUR 
BROCHURES 


METAL ARTS CO., Inc. 


742 Portiand Ave , Dept. |0, Rochester 21, N.Y BLAW KNOX ELECTROFORGED 
Offices in Seattle, San Francisco, Los Angeles = Jhaae GRATING 


Washington. 0. C., Philadelphia, New York City 


 — ZONE 
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and 


ticles cling to hands and fac 
into Irrigate all at 





can get eyes, 






copiously, 
The kind of chemic al make 


no difference. Irrigate! 


once 











IX. Viscellaneous Items 

1. Be everlastingly alert for em 
ployee who reports “eve struck by 
foreign body while hamme ring. 





but no for 





grinding or chipping.” 





eign body is visible. It may hve an 





intraocular F. B. Send to eve do 





tor at once. 
Zz. W hen an employes reports 







danger ' It may 


Viy eve 


he conjunctivitis. 


is red” 
iritis. glaucoma 
Differential diag 


nosis between conjunctivitis, iritis 


is often 


or hemorrhage. 


and secondary glaucoma 
difheult. 


Red and/or painful eve may 


\ person can have all at 
once, 


he ciliary spasm. early infection, 


or rise in intraocular tension. Send 


patient lo eve doctor at once, 


) , 
’ Burns im region of carune le 


often lead to closure of tear duct 


unless special attention is attained 
All burns at 


if once inner eda 












* This mon is not drunk 
He has Carbon Tetrachloride polsoning. 























































increase cleaning 


Recommended by Safety Engineers and 










recognize that excessive maintenc 


use of poorly selected solvents 


FAST DR 


t. Ideal for cleaning electrical and mect 


plete safety to components 


FINE ORGANICS PRODUCTS HAVE W 
AND MOTIVE POWER OPERATORS EV 


Representatives In Principal 


See us at the 


Ceorge F. Brent @ 
convention Fine Organics inc e P 
Cale Forssen Co o 
Consolidated Drug G Chem. Co 


Russ Brown * 


for answers 


to your Ceorge W. Hurst ° 
Dameron Enterprises @ 220 
safety W. Floyd Jackson Co. @ 11 
James A. Calligan = 
problems. Standard Products, Inc + 










Write in for our Technica 


AVIATION-INDUSTRIAL 







decrease health hazards 


degreasing efficiency 
FINE ORGANICS 
‘SAFE-TEE’ SOLVENTS 


production and wasted man hours 


Canadian Hanson G Van Winkle Co 
industrial Safety Supply Corp. @ 2205 San Pablo Ave. @ Oakland, Calif 
1426 Key Avenue, Dormont 
64 Monmouth Street © 
12147 Manor Avenue o 
72 Whitten Street . 


7350 Crandon Avenue * 


*See July 1952 issue of Industri 


















and 











Industrial Hygienists. 


FIRST CHOICE of industrial engineers and production men who 


ince costs, motor failures, loss of 
can be attributed greatly to the 


YING LIQUID 


anical equipment with com 


2. Zero residue on drying 
3. May be used in process cleaning for pre-paint or pre-plate operation: 
4. Can be used as spray 
5. High flash point minimizes fire hazard 
6. Minimized toxicity— fifteen times more safe than carbon- tetrachloride 
7. Removes grease and oil without damage to surfaces or materials 
of construction 
TRIAL ORDER 54 Gal. Drum at $1.44 per ga 


ON THE APPROVAL OF INDUSTRIAL 
ERYWHERE 


Cities 
Toronto 3, Canada 


@ Pittsburgh 16. Pa 

Houston 2, Texas 
Springfield 9. Mass 
@ 227 S. Peters St. @ New Orleans 12, La 
Detroit 4, Michigan 
Richiand, Washington 
Hemingway Rd. @ Louisville, Kentucky 
56 Dupont Building @ Wilmington, Del 
Chicago 49, tlt 
Wichita, Kansas 


0. Box 810 . 


650 E. Cilbert St e 


Aerodyne Development Corp. @ 2103 St. Clair Avenue @ Cleveland, Ohio 


al Hygiene and Occupational Medicines 
| Bulletin “How To Clean Electric Motors 


DIVISION 


FINE ORGANICS Inc. 


211c East 19th Street - New York 3, N. Y. 















lower lid need special attention at 
once, Send to eve consultant. 

I. Multiple foreign hodies in 
cornea can be very damaging. 


Never attempt removal at first aid 
station 

9. Foreign bodies that lie under 
sticking 


removed at 


bulbar conjunctiva or are 


into sclera must not be 


first aid station. 

6. Never pull out a wire or 
sliver or anything that has per- 
forated and is sticking into the 
eve. Leave it alone and send to 
the eye doctor at once. 


(. Common complaints: 
hve 


that feels seratchy’’ on 


may tf nyuetivitis of 


| mav be re 


lenderness of eyeba 
ferred pain (sinus) or early iritis 
Conjuctivitis, if a contagious type 
in produce epidemics and much 
ihsenteeism. It can be bacterial 
or it can be virus |e iding to den 
dritic uleer or epidemic keratocon 
junmetivitis 


First aid and dispensary care of 
all types of eve cases is of greatest 
inportance, 

The relationship of virus to 
flash. body. ete.. 


trauma, foreign 


RUBBER & SYNTHETIC 
FOR INFFUSTRY AND FARMS 


Immediate Delivery 











*® APRONS *® RUBBER 
*%® GLOVES HEADED 
*® BUSHINGS TACKS 
*® SHEETINGS ® LEGCINGS 
* CRI re H * BUCKETS 
* oe *® TUBING 
CUPS *® CLOTHING 
*& PITCHERS * ae 
*® CARBOY . BATTING 
TILTERS *® PACKINGS 
* FOOTWEAR %& MALLETS 
% HOSE *® BLMPERS 
*% GASKETS *® FUNNELS 
*® STRIP- *® DIPPERS 
PINGS *% SPONGES 







SPECIFICATION MATERIALS 
PROCESSED TO YOUR 























Information Send for 
101 N.S. 





For Complete 


Catalog Neo 


MILLER PRODUCTS 
COMPANY, INC. 


33NS Warren St., New York 7, 























N. 
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is very close. Virus is often latent 
in tears: trauma starts infection 
and then the case becomes oc upa- 
tional. 

EKC is often carried by nurses 
and doctors via droppers. medica- 
tion or hands. Then the case also 
becomes occupational. Prevention 
is based on 


intiseptic routine of hands, 


medication for handling 


wt te red eves sh 

be sent out of the plant 

Education of employees 
Lost-time from such cases can 
be from one to six weeks and there 
can be permanent loss of visual 


acully 


Industrial Health 
From page 136 


cient insecticide to be lethal to 
tropical fish 

Continuing experience with Lin- 
dane indicates that the ban on the 
use of continuous vaporizing de- 
vices in homes was well taken as 
the concentrations produced by 


these devices can be above the 





SAFETY 


AVOID COSTLY 
ACCIDENTS 


JOHNSON 
LADDER SHOES 
ARE STANDARD 
EQUIPMENT With 
MANY LARGE USERS 
YOUR CLIMBING [5S 
EASIER WITH THESE 
SHOES 
THEY 00 NOT MAR 
FLOORS - STILE THEY 
GRIP AMY SURFACE 
STRAIGHT LADDERS 























SEEP LAGDER | 
SHOES " 
| ae y: 


Cees ie 7 
WOHNSON I ADDER SHOE Co. 
Eau Claire, Wis. 
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permissible limit) for continuous commonly local reactions such as 
exposure. There have been a coughing, sneezing, headaches, 
number of reports of sensitivity dryness or burning about the eyes. 
to Lindane acquired by indi- — pain in the throat and nostrils, 
viduals continuously exposed to nausea and = other —non-specifi 
the devices. These sensitivities symptoms. Occasionally more se 
have usually occurred as the re- vere local and systemic effects are 
sult of defective equipment or reported. The Committee has rec- 
other types of non-conformance ords of three cases of anemia, a 
with the suggested regulations, in- near fatal anuria, an asthma-like 
cluding installation of the devices condition and a severe and per- 
in homes. sistent tracheitis. 

The sensitivities have been most As an alternative to the continu- 


GET THE FACTS ABOUT- 


he FREET 


POWDERED SKIN CLEANSER 


A HEAVY DUTY SKIN-CLEANSER without a peer 
in the industrial field. It has a high anhydrous 
content and is superfatted for extra mildness. This super mild soap is 
scientifically blended with an edible corn meal scrubber and a special 
skin emollient to give thorough, safe cleansing to the dirtiest hands. 


COMMODORE - Same formula as “Treet” but extra coarse. Ideal 
for those who prefer a “rough feeling” soap, yet one that will leave 
the skin soft and smooth. 


An Invitation — We will be glad to send detailed information and 
prices on these products, and invite you to ask for free sample 
quantities. No obligation, of course. 


FP OPS PODS OS SSOSSOSSVOA2 amy 


LIGHTFOOT SCHULTZ COMPANY 
663 FIFTH AVE., NEW YORK 22, N. Y. 
Send trial sample and information 
on the following: 

PLAIN CUT 


Made for industrial use 
washrooms, plant 
showers, etc. 


treet [ | cOommoDORE [] PLAIN CuT [ | 


“24 HOUR” DEODORANT soap | | 


DEODORANT 
SOAP 


A mild toilet soap con- 
taining G-11 (Hexachlo- 
rophene) 


‘ Individual 
AVADERMA 
DRY SKIN SOAP 
Contains milk solids and 


lanolin for extra mild- 
ness. 


Address 


! 
1 
! 
i 
1 
I 
i 
I 
i 
“24 HOUR” . AVADERMA DRY SKIN SOAP [ | 
I 
1 
1 
! 
! 
i 
1 
1 
I 
i 


City Zone State 
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ous vaporizer, various types 
4 oh fumigating applicators have b 
P At. * produc ed. These are designed 


eg ; release relatively large amounts 
WARN FOR SAFETY. ee Se Z ‘ Lindane in temporarily unoce 
: pied rooms for a short time. The 
have been accepted under Federa 
Law where they introduce L indan 
in amounts ranging from three t 
four grams per 1,500 cubic feet 
of space not oftener than once in 
two weeks. It is recommended 
that they should be used for not 
more than four hours and that the 
premises must be aired for one 
Type 15100 Gyralite for low , half hour before being occupied 
duty. With rotating glass salhonas Sey again. These devices are reason 
pS iu ably safe if used strictly in ac- 
with high intensity rotating light beams ; pate, ange ig abc Ste ea 
The Gyralite projects a beam which rotates with a wide, circular They should not be used in living 
sweeping action...every eye within range of danger sees and PIN quarters, however. 
POINTS the safety hazard instantly! 


Compact and reliable Gyralites solve your warning signal prob . = 
my hy : i ; i Oive you Ar ip ] ial prot lem Radium Spill 
when noise levels are too high for sound signals or where multiplicity 
of sound signals would confuse. Gyralites install easily on overhead Hazard Evaluation and Control After 
2 ‘ do > equib 0 i. . ; : 
cranes and other hazardous moving equipment. Portable Gyralites it Spill of Forty Milligrams of Radium 
protect ground crews at hazardous locations. Automatic control by R. K. Sk Y WV. Vendivert and 
t ow andi id 
time switch, pressure switch, float switch or electric eye will safeguard | RK Hold er 11:45-4 
. . ) n ucleonics 45 
equipment and personnel in innumerable plant operation \ ; 195: : 
( ugust Q54) 


Write now for Bulletin No. 5015 
THIS SPILL OCCURRED when a 


THE PYLE-NATIONAL COMPANY is ceacalin identi damanilh 


1389 NORTH KOSTNER AVENUE, CHICAGO 5] mately 40.3 milligrams of radium 
NOUIT FITTINGS « FLOODLIGHTS+ PLUGS & RECEPTACLES was inadvertently stepped upon in 
a student laboratory. 

The United States Naval Radia- 
tion Defense Laboratory personnel 
arrived at the building 16 hours 
after the most probable time of 
the spill. They found widespread 
contamination of the building and 
of the students’ hands, clothing. 
and personal possessions. The 
building was immediately sealed 
and left to permit concentration 
upon the more immediately press- 
ing problem of location and de- 
contamination of the radium on 
the bodies and personal protec- 


Safety condition your plant with “SAFETY- wale onthe sro tar 


\ decontamination center was 

Here’s the new mineral-coated fabric _ slip Surfacing also on stairways, ramps, f ar Se 
that provides perfect traction—sure walkways—wherever the danger of a put up for treating the persons, 
footing—even under water or grease! fall is present. It pays off in accident 
And it’s easy to apply, easy to keep prevention, better employee relations dents. Upon arrival at the center, 
clean. Use “SAFETY-WALK” Non-_ ... stops costly production delay. the students were monitored care- 





clothing and effects of the stu- 


fully and all contaminated areas 


r 
pie! Please send me "“SAFETY-WALK” | REG U.S. PAT OFF. 
Sam sample and complete information | SAFE Wel { Q 268 were scrubbed with soap and wa- 
. ’ fy . . . r 
Dept. NS-103, St. Pav! 6, Minn | ‘ y ey PN ter and then with citric acid. The 
Minnesota Mining & Mfg. Co | BRAND . 
treatment was only partially suc- 


WETORDRY NON-SLIP cessful and further decontamina- 
SURFACING tion Was attempted by scrubbing 


with a warm solution containing 


Company... 
Address Made in U.S.A. by 
Minnesota Mining & Mfg. Co 
St. Paul 6, Minn + 2, 
2 


trisodium citrate, 4/10) per cent 
commercial detergent and 1/10 
va _ sy } 
Also makers of “Scotch” Brand Pressure-Sensitive Tapes, “Scotch” Sound Recording Tape, “Underseal’ “4 per cent periit ide. Serubbing with 
Rubberized Coating, “Scotchlite” Reflective Sheeting, "3M" Abrasives, "3M" Adhesives. Genera! x this mixture for two minutes, fol 
Export; 122 E. 42nd St., New York 17,.N. Y. In Canada: London, Ont., Can Se ’ 
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lowed by rinsing with warm water taminated in most instances and that time measured 1,000 decom- 
and repeating the treatment until were discarded. Hard surfaces positions per minute per cubic 
no significant reduction was found such as steering wheels were foot as compared to a maximum 
in the contamination on further cleaned by repeated use of abra- permissible concentration of 0.33 
scrubbing reduced the contamina- sive agents, detergents and vacuum decompositions per minute pet 
tion, usually, to levels of about cleaners. cubie foot. The airborne radon 
200 to 300 decompositions per The building was first entered activity measured 10,000 decom- 
minute per 85 square centimeters. three days after the contamination positions per minute per cubic 
Wool clothing could be de- occurred. The survey group first foot compared to a permissible of 
contaminated _ satisfactorily only entering the building wore com- 630 for radon. The beta-gamma 
where the original levels of con- plete protective clothing and self- radiation combined measured 20 
tamination were not high. Vacuum contained breathing apparatus. milli-Roentgens per hour at that 
cleaning and dry cleaning were The airborne contamination at time. Vext page 
attempted. If the residual con- 
tamination could be reduced to 
200 to 300 decompositions per " + 
minute per 85 square centimeters, A Y + lly P t t gth F t fy E pl y 
- eto fang re rou ru rotecting ihe reet of Tour Employees: 
ceptable. Cotton clothing and 
other washable fabrics were gen- 
erally satisfactorily | decontami- 
nated by standard laundry pro- 
cedures. Shoes were scrubbed 
with the skin decontaminating 
solution. tepeated use of this 
solution gave satisfactory results. 
Such things as floor mats, seat 
covers and other similar materials 
which had been contaminated 


could not be satisfactorily decon- 





KOOL-MITT | with Anti Skid TOE CLIP. 


for “SANKEY" FOOT GUARDS consist essentially of a metal shield 


to be worn over the shoe whenever the foot is in danger of bein 
, ‘ 3 Extremely Hot either crushed or cut. The metal shield is designed to furnish a ne 
: SS Handling Jobs mum amount of protection to the entire front of the foot—not 
Sita: seen Celiliidbabinas cei: aihite ties ati merely the toes denn, but also to the instep against hazards from 
wherever any other mitt has proved inade- falling, rolling or flying objects, or from accidental tool blows. Write 


quate It is made for efficient and economi- a. é ° 
cal use in such places as foundries, heat for literature or a trial pair. 
treating plants. steel mills, pottery works, etc 

The KOOL-MITT is unique because it con- 


Rt Fy ELLWOOD SAFETY APPLIANCE COMPANY 


and gives fireproof protection: (2) LEATHER 
gives the mitten tong tife and maximum 

gives {he mitten long fife and maximum 219 SIXTH STREET ELLWOOD CITY, PENNA. 
faces; and (3 WOOL te provide maximum 
insulation This mitt is stitched with steel 
staples for tone life KOOL-MITT out- Y ° ee 
lasts up to four pairs of reinforced asbestos a7 
mitts and in some instances has replaced 
ashestos gloves 

if your work requires real opreiection from 
the handling of extremely hot materials 
write today for prices and samples 


*Pat. Appid. For 


Work Gloves That “Sing” 


SINGER .\ | 
GLOVE MFG. co. ” Foot Guard Equipped 


Ss Combination With Anti-Skid Fibre-Shin and 


860 W. Weed St Foot-Shin Guard Full Sole Shin-Knee Guard 


Chicago 22, Ill. 4 








WEW! SINGER , “SANKEY” IMPROVED FOOT GUARD equipped 
J) 




















National Safety News, October, 1953 213 





The loose contaminant was first 


STANDARD SIGNS removed os completely ae possible 


with a vacuum cleaner. 35 
GRATER per cent of the spilled radium was 
EV recovered this way. The concrete 

SA ——— and wood of the building were 

heated with an oxy-acetylene de- 

scaling torch and then scraped 

and vacuum cleaned. The surfaces 

were then repainted and decon 

tamination was considered com- 

plete. The radioactive waste, cat 

pets, linoleum and cleaning rags, 

filling more than 200 drums, was 

loaded with concrete and sunk at 

sea in water deeper than 100 

fathoms. 

The building was completely 

decontaminated and put back it 
ets ARE to operation approximately three AVE fingers, eyes and dies! 
months after the date of the spill. Get Ocbor Safety Pliers 
. made of Osmolloy, the 


Cases for Comment sturdy, long lived aluminum 

From page 140 
1300 VOLTS  cuetiSince impact, leaving dies unhurt. 
possible further developments. 


alloy that will flatten under 
Thousands now in use. Write 


Oise 


WRITE FOR LATEST CATALOG SHOWING 
SAFETY SIGNS FOR ALL PURPOSES was injured when a chip from a 


STANDARD SIGNS, INC. forging (20 feet distant) struck 
3190 E. 65'™ ST. » CLEVELAND 4, OHIO a glancing blow across his right OSBORN vat C0 
- a e 


forehead. The physician’s diag- WARSAW - INDIANA 


nosis was, “diagonal laceration 


In the second case, an employee ; 
for literature! 





two inches long right forehead.” 
After suturing and dressing the 


wound, the physician advised the Do you have 


patient to remain at home to watch 
for any residual effects. The em- a oy 
ployee lost three days (2 work a Pet 
days plus a Sunday). Here again, 
the attending physician certified 
the employee could have returned 
to work but was kept at home to 
watch for possible further develop- 
ments. 

In both of these cases, the Com 
mittee of Judges decided the in- 
jury should not be included in the 
company’s injury rates, The Com- 


mittee discussed whether or not ae - 
orig . We will immediately de- 
observation at home could be con- 


sidered “hospitalization for obser- sign or duplicate any belt 


vation.” Some of the members in any quantity to your 
called attention to the fact para exact needs. 
graph 3.4.3 did not. specifically 


state the employee had to be in a ‘ 
hospital for observation purposes, Submit your sketches and 


The Committee came to the con specs to: 


clusion that after proper instruc 


tion by a doctor, it was possible INDUSTRIAL SAFETY 
for a lay person to make the BELT CORPORATION 


WRITE FOR LATEST CATALOG SHOWING proper observation during a 1 
SAFETY SIGNS FOR ALL PURPOSES 51 CHATHAM ST. 


) an an i are a i de | t 
INC. hour pe ri 1 in order t tect 1 PITTSBURGH, PENNA. 
sidual effects from an injury. ‘The 


STANDARD SIGNS, 
3190 E. 65'™ ST. « CLEVELAND 4, OHIO 








committee called partic ular atten- 
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When employees hands are 
comfortable and properly 
protected by the right gloves 
for the job: 


there are fewer work 
stoppages 
injury claims decrease 


@® work goes faster, pro- 
duction increases 


—all at lower per hour 
glove cost to your plant! 


Long-wearing liquid- 
tight neoprene Stanzoil 
industrial gloves resist 
damage from acids, oils, 
> > , 
solvents, Caustics. 32 N36 medium 


styles, weights, sizes, Col- — wesght ail neo- 
ors. New PIONEER Cata- _ prene glove, 11” 


log shows you ata glance length. Snug 


how to select the most ‘#rved fingers, 


efficient and economical "-5/#P grip 
surface afford 


ve 4 ra on. } 
glo es for each oper “y See. 
{ pays you to write lor ping 
your copy today. dexterity. 


Industrial Products Divisson 


™ PIONEER rubber company 


237 Tiffin Read @ Willard, Ohio 


Quality Gloves for over 30 Years 





At last! 
An expose of today’s 
fire losses—who pays 
for them and why... 


DISASTER on your 
DOORSTEP 


By PAUL W. KEARNEY 


Foreword by Percy Bugbee, National 
Fire Protection Association 


mm sibd 


Here is the startling record of tod: 
public fire osses which ce 
American taxpayer $750,000,000 
year Containing graphic accounts 
hundreds of specific incident ) 
00 r 


OK c 


mtributes some fine docu- 
tior r t 


o! hose who want to do 
g about it He give chapter 
inadequate ir 
ruption in fire 
faulty building 
yuipment and public apathy 
BURTON CRANE, N. Y. T es 
$3.00 at your bookstore or from 


HARPER & BROTHERS 


49 E. 33rd St New York 16, N. Y 
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tion to the fact the physician had 
made a definite statement that the 
injured employee could have re- 
turned to work without lost time. 
In the second case, since there was 
apparently no work for this em- 
ployee on Sunday, and since the 
doctor had stated the employee 
could have returned to work on 
Friday, it did not appear the em- 
ployee’s absence from work on 
Sunday made any difference. 


Low Voltage 

From page 123 
should be applied and, of course, 
short circuiting of a fuse by means 
of a penny must be outlawed. 

Low voltage extension lights 
should be used in wet locations 
such as tanks and condensers. We 
recommend 12-volt circuits sup- 
plied by small, dry type trans- 
formers. All portable as well as 
stationary tools should have their 
cases grounded to prevent shock to 
operators if a live wire within the 
tool should charge the entire tool. 
When this happens, the workman 
may become part of a closed elec- 
trical circuit and as a result, re- 
ceive a dangerous shock. If the 
tool is properly grounded, the 
fault current will take the low re- 
sistance path to ground provided 
by the ground wire, by-passing the 
operator and causing the protec- 
tive device to open the circuit. 


Frequency Rates 

From page 131 
hours of exposure were about the 
same from year to year, had the 
following numbers of disabling in- 
juries during a three-year period: 
14, 18 and 16. The yearly average 
number of injuries would be 16 
(14 plus 18 plus 16. divided by 
3). In the current year, suppose 
injuries dropped to 10. This shows 
that the injury experience was bet- 
ter than in the preceding years. 
but does it show that the safety 
program was better? 

To answer this question, let us 
see how muck injury totals could 
vary from year to year just due 
to chance alone. Using the average 
of 16 injuries as the probable level 
of this plant's safety program, a 
unit of variation is 4 (square root 
of 16) and two units of variation 
is 8 The range of chance varia- 
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2 . 


SS a CE GS tion, then, becomes 8 to 24 (16 


nLL IN FAVOR X | of better eye protection 


minus 8, and 16 plus 8). This in- 





dicates that the total number of 





injuries in any one year could 
drop to 8 due to chance alone. 








X at lower cost... 





The decrease to 10, then, does not 


Ss 7 provide evidence that the level of 
4 the safety program has changed. 





The injuries can be changed 
THE GOGGLES WITH THE 
10-WAY VENTILATION 


into rates. and for the purpose of 








this example, suppose this plant 
worked about 2.000.000 hours a 
year. The rates for the four years 
then would be 7.0, 9.0, 8.0 and 


5.0. The argument of this discus- 





®©@ BEST THING NEXT TO YOUR EYES 


When you ask for EYEGARDS you assure your workers the 
very finest in eye protection and comfort and you do it 
with substantial savings. EYEGARD goggles have built-in 
comfort becouse the super-light plastic ‘form-fits” the face 

. have greater protection because goggles are impact 
resisting . . . have extra ventilation through three large 
vents at side of cup and seven additional vents around the 
lenses. Cool and fog-free. Prices will on ~ respective years, They do measure 
surprise you... get the information Around Cup 
today. Write for free catalog 5: 


sion is that none of these rates 
necessarily measures or evaluates 
the safety program during their 


the rate at which injuries occurred 
during those years— they do not 
necessarily measure the program 
during those years. 


Ilustrated is the The question might correctly be 
No. 335 Welder's a 7 
Coverspec Goggles asked, “If the rate of 5.0 does not 
A wide senge of measure the level of the safety pro 
other types ore ny a 
avoilable at sovings gram, then what was the level of 
, | Light 
7 Vents Around . e \t Plastic 
Each Lens . year la 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT COMPANY The answer to that question is 
3501 LAKESIDE AVENUE CLEVELAND 14, OHIO this: Until determined otherwise 
GUE GEES. 1V1S)0N OF THE BURDETT OXYGEN COMPANY, Cleveland, Ohio i it must be assumed that the level 


of the safety program is still about 


the safety program during this 





8.0 (an average of 16 injuries per 
year with 2.000.000) man-hours 








worked) or possibly a little lower, 
if a new average is calculated in 
cluding the current year’s experi 
enee, 

By comparing this average rate 


MARSH & McLENNAN with the average of the industry 


. in which this company is classified. 
INCORPORATED 


it is possible to evaluate the plant’s 

Insurance Broke rs program in a general sort of way. 

It would be misleading, though, to 

CONSULTING ACT evaluate the plant's program by 

AVERAGE ADJUSTERS using the rate for any particular 
Vear. 

The rate for a particular year 
does show, though, and shows ex 
actly, the rate at which injuries 
Chicago New York San Francisco Minneapolis Detrat Boston Los Angeles occurred during that year. When 
Toronto Pittsburgh Seattle Van j St. Louis Indiana fu lis Montreal interpreted this way as an evalu 
ation of performance—the — rat 
St. Paul Duluth Portland Buffal {tlanta Calgary Washington 

serves many useful purposes. 
Tulsa New Orleans Phoenix Mi thee Cleveland Havana London 
Establish Scholarship in 
Materials Handling 
\ $2000 scholarship fund at 


Hlinois Institute of Technology 





for students majoring in materials 
handling has been established by 
Clark Equipment Company, ac 


yy 














cording to an announcement 
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1): Ralph G. Owens. dean of 
engineering. 

Known as the Eugene B. Clark 
scholarship in honor of the found- 
er of the company, the scholarship 


will be 


junior 


awarded annually to a 
working for a degree in 
industrial engineering and major- 
ing in materials handling. The 
grant will cover tuition costs for 


the student’s final two vears. 


Recruit for a Congress 

From page 127 
running down the Safety Congress. 
The batting average looks pretty 
good, 

Poday my request for the as- 
signment ol personnel to the Con- 
gress came back with Larson’s OK. 
with one amendment in the form 
of a note. “lve got meetings in 
Chicago all day Monday and 
Thursday of the week of the Con- 
Route me through the Con- 


W ednesday "ai 


So. finally, | have a top corpora- 


OTess, 
egress Tuesday and 
tion executive to come and sit and 
listen. to look and see, not to make 
a speech or catch a plaque. And 
I'm a little seared. 

Some things are clear. I want 
him to hear Dr. Paul Mundie’s 
talks on “Personal Effectiveness” 
Morning Class Ses- 


sions, partly for what he'll learn. 


at the Early 


hut even more to show him right 
at the start how the delegates do 
come out and pack the Ballroom 
of the Hilton for 
earth meetings. Then. I want him 
to see the Exhibits. For I know 


that Larson has only a foggy idea 


these dow n-to- 


of the tremendous range of equip- 
ment and materials available to 
deal with our problems. 

Then | want him to meet some 
of the NS¢ people Ned Dear 
born, Charley Alexander, and 
Mark, our own staff representative. 

1 want him to attend our intra- 
company meetings each day to 
hear the reports on the sessions 
Various people attended. 

| want to set up a dinner Tues- 
day night where I can expose Lar 
son to a group of the solid old 
the kind of 
safety men who are automatically 
members of the board of ASSI 
and carry the substantial commit- 


tee assignments on the NS¢ 


pro's of the business 


Indus 
trial Conference. 
And we'll wind up his stay at 


National Safety News, October, 1953 





: Don't stop traffic 
= to repair floors—use 
“= Permamix, the new all-temperature 
=: DRY TAMP floor patch. 

DRY TAMP MEANS SPEED « No sticky 
mass to dig out of the drum or to 
handle « Permamix dry pours ¢ sets 
instantly « feather edges perfectly 
* no production delays ¢ non-skid 
surface. 


ALL TEMPERATURE ¢ Won't freeze « 

ge can be stored or used in any tem- 
perature ¢ wili store indefinitely 
* a stock room item « will not set” 
in drum whether open or covered. 
Mistakes just can't happen. Tamp 
in place and traffic rolls. 


s 


See us 
in Booth 


No. 438 


at National 





CUTS MAINTENANCE COSTS on concrete, 
brick, tile or asphalt floors ¢ no special 
equipment or skill needed ¢ a one man 


job 


fibre drums ¢ solve your floor patching 
problems for good. 


Write for Details 


PERMAMIX CORPORATION 


155 W. WACKER DRIVE 


Safety 
Congress 


e comes in durable 50 Ib. net wt. Exposition 


Conrad 
Now ! Hilton 
Hotel 


CHICAGO |, ILLINOIS 
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PROTECTION AGAINST 


ATHLETE’S FOOT 


rohmmrslelo-laehacm desta 


IMPROVED 


ALTA-CO POWDER 


Refinements and improvements in essential ingredients and 
production methods make Dolge's famed ALTA-CO more 
quickly soluble, more agreeable generally and better to 
handle. Dissolved economically in water for the all. 
important fcot bath, ALTA-Co kills in less than a minute 
all different species of fungi commonly found in Athlete's 
Foot. Non-irritating; harmless to towels. 


ALTA-CO FOOT POWDER 


For dusting feet after shower or other exposure to 


moisture. 


H.D. FUNGICIDE FLOOR WASH 
Diluted | to 300 in water, this powerful wash provides 
additional protection against Athlete's Foot on surfaces 
where fungi are commonly found. 


m Ask your DOLGE SERV’CE MAN about money- 
saving offer on the DOLGE FOOT TUB. 


FOR 


FREE SANITARY SURVEY 


OF YOUR 


SEE YOUR DOLGE SERVI 


wegeeriadahsle- 





PREMISES 
CE MAN 





WESTPORT. CONNECTICUT 














Cut Down Accidents! 


New Safety Records Achieved 
WITH OUR 


Complete Incentive Program 





Recognition must be given to all whether a 
member of a winning group or an accident-free 
worker in a losing group. This may be achieved 
through the use of group awards supplemented 
by individual safety awards 


Designs and Quotations 
submitted without 
obligation 


Catalogs Free 


Write for free sample Upon Request 


of our 112” Celluloid 
Pledge Button 


AWARD INCENTIVES, INC. 


200 WILLIAM STREET 
NEW YORK 38, N. Y. 














THE NEW 
AND IMPROVED 


POSSONS 
POSITIVE 
DEVICE 


eS \ Positive Safety 
/ Fast Production 
Smooth Operation 


A type for every kind of press. Meets all safety requirements. 
More than 25,000 in use! Write today for catalog and names 
of users near you. 


THE POSITIVE SAFETY MFG. CO. 
4403 Perkins Avenue, Cleveland 3, Ohio 


IN CANADA: SAFETY SUPPLY CO., TORONTO 








the Congress at the Banquet Wed- 
nesday night. 

All those things are clear-cut and 
obvious. But where I'm going to 
have to use my head fast and clear 
is in routing Larson around the 
actual sectional and subject ses- 
sions, placing him where the right 
speeches are being delivered on the 
right subjects to hold his interest 
and respec ‘. 

And may the good Lord deliver 
him from all windbags, from all 
muddy, ill-prepared papers. from 
all one-tracked, biased presenta- 


tions! 


Rehabilitation 
From page 111 


such importance that in 1943 they 
opened their own Rehabilitation 
Center in Boston and one in Chi- 
cago in 1951. Since the opening 
of the Boston Center they have 
treated more than 2,000 cases with 
84 per cent being significantly im- 
proved by treatment at their center 
and 67 per cent were effectively 
returned to full time work. 

When severe injury strikes, 
damage control or control of dis- 
ability comes into play. Actually 
the prevention of injury and the 
control of disability are comple- 
mental services. In spite of the 
vigorous safety program that has 
been and is being fostered by this 
conference, 13,481 compensable in- 
juries were reported by the Indus- 
trial Commission of Virginia in 
1952. Money was spent for a re- 
habilitation program in less than 
one in every 250 cases. It is, 
therefore. suspected that a con- 
siderable percentage of cases 
handled could have had the degree 
of disability significantly reduced 
by effective rehabilitation. When. 
in spite of the adequate safety pro- 
gram, an injury occurs two factors 
come into play which determine 
cost of the injury to the company. 

First is the degree of liability 
and second is the degree of dis- 
ability. The determination of lia- 
bility, in case of injury is fairly 
well fixed by law and jurispru- 
dence. However, the degree of dis- 
ability is a variable factor which 
depends on the degree and effec- 
tiveness of the treatment secured. 
In those cases which receive a 
minor injury, many of the indus- 


tries present have established ade- 
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quate medical facilities to meet the 
need, 

However. when a severe disabil 
ity is incurred, all too often man 
agement and physicians tend to 
flee from the situation. not unlike 
the passengers and crew from the 
Titanic and leave the vessel in a 
sinking state Under the present 
setup for offering medical care 
and compel sation in Virginia. the 
industrial organizations have estab- 
lished: first. vigorous satety pro- 
grams. second, plant medical serv- 
ice to care for minor disablement 


and injury and. third. when 


severe disability is sustained. acute 


medical and surgic al services can 
he obtained from the community 
hospitals Under the present hospt- 
tal programming. the average num- 
ber of days admission in the hospi 
tals in this state ranges from eight 
to 15 days. It is the general tend 
ency to discharge patients from a 
hospital environment when they 
reach a convalescent stage and as 
a result. the percentage disability 
in my estimation remains much 
higher than necessary. As you 
have seen in the case of William 
Simpson. rehabilitation program 
ming to the point of work 
markedly reduced his degree of 
disability. Through this, the Ap 
palac hian Electric Power ¢ ompany 
has a working employee who 
greatly appreciates the services 
rendered by his company and also 
has saved a considerable amount 
of money in handling the case in 
sue h a manner. 

Effective control of disability in 
industry cannot and will not come 
about until such time that employ 
ers recognize the need and feasi 
bility for pursuing such a program. 
As | have already indicated, there 
is a definite need for safety pro 
grams. During the years it has 
heen active. it has significantly re 


duced loss of han hours and as 


MEETS EVERY 


No matter what scaffolding your work re- 
quires, Bil-Jax has it . . . fixed, rolling and 
swing type. Get maximum safety and satis- 
faction. Rent or buy. Distributors in prin- 


cipal cities. 
visit the | 


BIL-JAX BOOTH 434 
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| 
| 


| 
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Write for FREE complete catalog. Address Dept. P-10 


Large Capacity for 
DIRT and LIQUIDS! 


KENT Suction Cleaner and 
27-gallon tank for extra 
capactity are installed on 
truck in a jiffy —and as 
easily removed without 
tools of any kind! Auto- 
matic shut-off valve in 
cleaner operates when 
BOTH tanks are full of 
liquid . . no water can 
enter fans or motor. Ten- 
sion spring holds adjust- 
able handle in position 
shown when not in use 



































MAINTENANCE TRESTLE 


= resents a sturdy truck to carry the KENT 
KENT i , 
SUCTION CLEANER and extra dirt receptacles |! 


a result liability insurances prem 
THE KENT SUCTION CLEANER for wet and dry pick-up is quickly 
available for separate use when less dirt or liquid capacity is required 
... and suction unit can be used as a blower! The priceless ingredient of 
tation cannot be forced by insur quality is built in every KENT Machine—including the famous KENT Floor 
ance companies, by legislation, by ; Machines. All are built to last! 


FULL INFORMATION UPON REQUEST 


CLEAN WITH K IE IN T EQUIPMENT 
In rehabilitation, the State of Nee” ~=CTHE KENT CO., INC., 415 CANAL STREET, ROME, NEW YORK 
Virginia is one of the most pro 
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ulns have reduced accordingly. 


Phe count rpart of safety rehabili 


interested physicians or anyone 

People concerned with busi 
ness Manage ment and satety have 
to demand such service before it 


can be made wholly eflective 
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> Sectional Tables 


WITH SWING SEATS 


MAXIMUM SEATING 
IN ANY SIZE SPACE 


For Recreation Rooms... 
Factory Work Tables 





space. Your choice of seats 


with or without backs... 


Available in units to seat 4 to 24 people, 
“CHF” Sectional Tables may be purchased 
in varying lengths to meet your exact re- 
quirements. Seats swing completely under 
table out of the way to give you full aisle 
cast iron frame construction 


in @ variety of colors. “CHF” Sectional tables are standard equipment for schools, 


factories, clubs, churches and all types of institutions. 





WRITE FOR ILLUSTRATED CATALOG AND PRICE LIST! 


THE CHICAGO HARDWARE FOUNDRY CO. 


10103 COMMONWEALTH AVE 


“Dependable Since 1897” 


NORTH CHICAGO, ILLINOIS 





USE THIS NEW SAFETY MATERIAL 


Flooring 


i 


Catwalks 


Partitions 


we pe 


Pending 


GRIP-STRUT 
NON-SKID —RUGGED —LOW COST 


Safety Grip-Strut is a new basic material. All 
one piece, steel or aluminum, in various sizes 
and gauges. Sold like lumber, used like lum- 
ber and stocked in your storeroom like 
lumber. Ideal for on-the-job fabricating. Not 
welded, riveted or expanded. It presents an 
open space, in a diamond shaped pattern, in 
excess of 75° of the area tor ready access of 
light and air and gives a positive NON-SKID 
footing in all directions. Ideal for stair treads, 
fire escapes, cable trays, work platforms, cat- 
walks, flooring and for original equipment 
safety treads. Your own mechanics can instal: 
it—it's inexpensive, yet permanent and safe 

Write today for new catalog showing 
loadings and methods of easy application in 
your plant 

Distributors in all principal cities. 


GRIP-STRUT division 


THE GLOBE COMPANY 


Manufacturers since 1914 
4018 S. Princeton Ave. @ Chicago 9, ill. 


See us 
in Booth 


No. 410 


at National 
Safety 
Congress 
Exposition 


Conrad 
Hilton 
Hotel 


gressive inthe nation. The rehab 

tation program has developed p 

marily to get people back to work 
who have been on relief or welfare 
status. We hope those of you who 
have hired disabled persons have 
found them to be satisfactory em 
ployees. The facilities available in 
this state for pursuing adequate 


rehabilitation are: 


l. Division of Vocational Rehabil 
tation 

2. Woodrow Wilson Rehabilitation 
Center, Fishersville, Va 

3. The Baruch Center of Physical 
Medicine and Rehabilitation, Medical 
College of Virginia, in Richmond 


It is hoped that a similar facility 
will be developed at the University 
of Virginia Hospital in Charlottes- 
ville. Sereening groups for out- 
lining rehabilitation programs 
have been established at Rich- 
mond, Norfolk, Newport News. 
Roanoke, and Arlington. I am 
certain that these groups could be 
altered and expanded to meet the 
needs of industry in those areas 
if there is an expressed desire. 
Suffice to say that all component 
parts for offering effective and 
adequate rehabilitation to the se- 
verely disabled employed in the 
State of Virginia now exist. 

If you, the men of industry, de- 
sire to broaden the scope of your 
safety program to include disabil- 
ity control you will find adequate 
services can be mobilized rapidly 
to meet your need, 

In conclusion, | would like to 
ask a few questions: 

1. Does your injury control program 
include disability control? 


2. The reason you have pursued the 
vigorous safety program is because it 
creates excellent personnel relations, it 
saves money and it is just plain good 
business. Is not effective rehabilitation 


, 


control programming good business too 
3. Do you have a Bill Simpson in 


, 


your organization 


Safety on Display 

From page 119 
tection, and rubber suits to pro- 
vide boay protection against acids 
and caustics. Foul weather gear in 
the form of rain hats, coats, boots 
and overshoes are also repre- 
sented. 

During the explanation of spe 
cialized items the indoctrinee is 
informed of the high cost of pro- 
tective equipment. He is instructed 
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that waste prevention is vitally 
important and that should he have 
safety 


equipment it is his responsibility 


occasion to use valuable 
to return it in good condition. 

A running commentary by the 
lecturer, describing locations and 
situations where specialized equip- 
ment is used, emphasizes the value 
of the displayed items. To further 
emphasize the importance of safety 
“tro- 
| he se if- 


equipment, some so-called 


phies” are on display 
clude hard hats. safety shoes and 


which were damaged in 


yoooles 
gel 


preventing injury to their users. 
An example of these “trophies” is 
a slightly damaged hat which was 
dented struck by a_ bolt 
weighing 4°, pounds which fell 


The damaged hat, 


Ww hen 


some 35 feet. 
the bolt and a newspaper clipping 
from the safety section of Sun Oil 
Company's monthly publication, 
Our Sun, complete with pictures of 
the hat and the lucky 


the story. 


wearer, tell 
Following the explanation of 
the display, the 
urged to ask any 


indoctrinee is 


questions per- 


taining to equipment, procedures, 


rules or regulations. He is in- 
formed that suggestions relative to 
time 


safety are welcome at any 


and is urged to report: any haz- 
ards to his foreman. Finally. as 
material reminders of the display. 
he is issued a hard hat and a pair 


of plastic 


is urged to avail himself of the 


protective goggles. He 


privilege of buying safety shoes at 
cost at the refinery storehouse. An 
indoctrinee, wearing prescription 
olasses. Is also informed how he 
may effect both 
safety by purchasing prescription 
Safety 


economy and 


safety glasses through the 

Eng‘neering Office. 
Finally. the 

formed that 98 per cent of all ac- 


indoctrinee is. in- 
cidents are caused by the workers 
themselves and despite the tre- 
mendous amount of money spent 
hy the company eac h vear on pro- 
tective clothing and equipment. the 
hest safety device is still the care- 
ful worker 

The Equipment Display Panel 


has been in existence for three 


years. Older employees, particu- 
larly foremen, have availed them- 
selves of opportunities to view its 
many items. The reaction of both 


the new and the old employee is 
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FABULOUS 
WINTER LINER 
BEING INTRODUCED 


(PICTURE ON BACK PAG! 


CHICAGO, Sept. 20 The 


Standard Safety Equipment 


Company today haunmehed ar 


ntensive campaign bringing 
to the attention of industr 
buyers their StaSafe Wind 
sock, a low cost) har 
winter liner 


It Was learnes 
Windsock sells for a fr 
of the cost of pre 
used permanent liners 


This low cost make 


possible to throw the \ 


sock away when it) bes 
dirty In addition, it 
weight, snug-fitting i 
make the Winelse 
the most efficient at 
tieal winter net 


market today 





Standard Safety Equipment Company 
232 West Ontario Street 
Chicago 10, HNiinois 
Gentlemen. 

Please send me more 
the StaSafe Windsock. 


ntormation on 


Name 
Title 
Company 


Address 
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one of high regard for the far- 


reaching protection provided by 

In conclusion, the intangible 

value of the Display Panel in 

fi raising employee morale, the afore- 
x mentioned alleviation of fear 


build-up, and the improvement in 


SINCE 1936 employer-employee relations can- 


not be overestimated. However. 


Against among calculable values, a reduc- 


tion in disabling injuries among 


de INDUSTRIAL DERMATOSES - | = vives tem 


since the advent of the panel. Set 


x injuries by new employees has ull- 
doubtedly prevented many more 


+ i 4 g * T A T i 0 4 4 serious cases, Finally. the number 


of occasions that field safety men 





are contacted by new employees to 
discuss safety problems and equip- 

GLOV-COTE incom slety probleme end equ 
B ld a 4 ment is gratifying proof that the 
Safety Equipment Panel. supple- 

PROTECTIVE SKIN CREAM ssaltniy tt ilhaclantinn Sadana, 


has penetrated deeply into the new 











REG. U. S. PAT. OFF. 


SEND FOR SAMPLE JAR TO:-- 


CHASE CHEMICAL CO, [creer cro new 


1374 E. 170TH ST., DEPT. N. CLEVELAND 10, OHIO 
— 


employee s conse iousness, 


From page 146 


years while serving as manager of 





the Commercial Department of the 
Kansas City Public Service Com- 
pany. He was well known in ad- 
vertising, newspaper and publica- 
tion circles, having served as 
president of the Advertising and 
Sales Executive Club of Kansas 
City and president of the Kansas 
City Industrial Editors Association. 
He is also a past president of the 
Kansas City Kiwanis Club and 
FOOT COMFORT d PRODUCTION was prominently identified for 
an many years with the United Com- 

; ; : munity Funds and Red Cross cam- 

Foot comfort and production go fatigue is relieved and work sched- paign. He was also secretary of 
hand in hand for any business. ules maintained with ease. ag a 
When there's foot fatigue, work In addition, DURABLE mats prevent an organization that covers ] ] mid- 
lags—comfortable feet mean hap- slip and slide accidents—cut liabil- Ries datas. Wie: Waal aeghened 
py, energetic workers. ity risks—and trap dirt under the Rasen ide manny Cees Clie aad. 
That’s where DURABLE mats step ™at so that cleaning is easy. ties about six months ago and 
in. Their cushioning surface of re- DURABLE mats are a SAFE, PROFIT- moved to California to enjoy a 
silient rubber gives a spring and ABLE investment. There's one for well earned rest. He found it diffi- 
bounce to work areas . . . Foot every purpose. cult to pull clear away from safety 


Transit Association. 


and when the San Jose position 
was offered. he accepted. He and 
Dear Matty:— Mrs. Wood have been living in 


Oe ae See Laguna Beach near Los Angeles. 


rable mats can improve 


M AT Cc  @] M Pp A N Y : Safety and Production 
The Allis-( ‘halmers Company has 


yy ge given wide distribution to a poster 
on vacation safety and lined up 


926 Sixteenth St., S.W. 
. "te 4. Wash. ' Wally Cox, star of Reynolds Metal 


“Mr. Peepers” Peeps at Safety 
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r'V show. to be the “mouthpiece.” 
‘Follow these Rules for Safe Sum- 
mer-time Fun.” reads the caption 
and then follow specihc sugges- 
tions aimed at youngsters on vaca- 
tion, for bicycle safety. swimming. 
playground safety and last but not 
least, safe walking and safe cross- 
ing of streets. The pedestrian rules 
were worked out jointly by the 
Milwaukee Safety Commission and 
the Police Department. The illus- 
tration shows “Mr. Peepers” in 
characteristic pose before a class 


of school 
finishing touches to a blackboard 


children, putting the 
message reading: “Have a Happy 
but let’s play safe so 


Fall!” 


Summer 
we ll all be hack next 


(signed ) “Mr. Peepers.” 


Marine Group Joins Council 

Members of the Pacific North- 
west Marine Safety Council were 
given a sincere “Welcome Aboard” 
by Louis W. Hashman, executive 
board chairman of the Washington 
State Safety Council at a meeting 
in Seattle on July 20, The Marine 
group is now formally affiliated 
with the State Safety Council and 
will integrate their activities into 
those of the State organization. 
The Marine Council is currently 
active in reducing sport fishing ac- 
cidents through an educational 
program pointing out the use of 
proper and safe boats and equip- 
ment in the sport fishing areas 


along Washington’s coastal waters. 


Tragedy Strikes Home 

On July 31 Mr. and Mrs. Everett 
Waters were standing on the curb 
waiting for the light to change so 
they could cross a busy street in 
their home city of Sacramento. 
Two cars suddenly collided at the 
crossing. One driver lost control 
of his auto and it crashed over 
onto the sidewalk, pinning Waters 
and his wife against a brick wail. 
The husband was killed instantly: 
Mrs. Waters was injured seriously 
and was kept in the hospital for 
three weeks. The victims were the 
daughter and son-in-law of Frank 
Enos, manager of the Sacramento 


Safety Council. 


Stet Urges Space for Safety 


Stet, the house magazine for 
house magazine editors. published 
monthly by the Champion Paper 


and Fibre Company of Hamilton, 
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MAINTENANCE 
folate! PAINTING 


SCAFFOLDING 


with exclusive) 
GRAVITY-LOCK 


Let UNIVERSAL’s 
Engineers Help You with Your— 


WORK PLATFORMS and MOBILE MAINTENANCE TOWERS — easily 


erected to any size, in any shape and in any length with Ezebilt or 


Ladscaf Scaffolding. 


SCAFFOLDING LAYOUTS for large buildings or rooms using fast-to- 
erect, adaptable Ezebilt or Ladscaf Scaffolding. 
TOUGH JOBS—solved with Endiok pipe & clamp Scaffolding. 


[NEW] Sladecah UGHTWEIGHT SCAFFOLDING with 


Fast-Acting ‘Lock-On’ Clamps—-Now Available 


UNIVERSAL 


Write for Bulletin $-10 
MANUFACTURING CORP, 
r4iGi3, (0) 15 3 7: 


''World's Largest Producer of Steel-Pane! Scaffolding 


Distributors Offer Fast Help and Service - Consult Your Phone Directory 


TS DANGEROUS +++ to handle acids, alkalis, abrasives 


A— Men's palm-dip knit wrist Plastiglov 
B— Men's full-dip knit wrist Plastigiov 


C— Men's palm-dip Soafticuff 
D—Women's palm-dip Safticuf 


and solvents without 


+ Protection ! 


PLASTIHIDE GLOVES 


‘‘JOB-DESIGNED”’ TO INSURE 
SAFETY AT YOUR FINGERTIPS 


MEN'S PALM-DIP SAFTICUFF. Dip-coated on palm and 
fingertips with vinyl plastic. Open safety~-cuff for 
better air circulation easier removal in emergen 
cies. Gloves “‘breathes"’ through uncoated back 


offers more circulation for hands 


WOMEN'S PALM.-DIP SAFTICUFF features light weight, 
flexibility and form-fit. Ideal for assemblers, in 
spectors, sorters, checkers and counters. Recom 
mended for any operation or process requiring han 


dling of small parts 


MEN'S FULL-DIP KNIT WRIST PLASTIGLOV. All purpose 
glove high in tensile strength, wear and tear re 
sistance surpassing any rubber coated or leather 
glove. Water, heat and corrosion resistant. Cotton 
fabric with comfortable soft fleece lining. Jumbo size 
features extra long curved fingers and thumbs 


MEN'S PALM.-DIP KNIT WRIST PLASTIGLOV. [ip-coated 
on palm and fingertips. Will »ot snag, tear, crack or 
peel. For handling wet or slippery objects 


WRITE FOR FREE CATALOG 








JOBBERS and AGENTS ... 
Describes and illustrates the complete Plastihide line 
Colors, sizes, shipping quantities and discounts includ«d 


Send for Bulletin P1 





AMERICAN RUBBERIZING COMPANY 


615 ELEVENTH AVE. SO., MINNEAPOLIS 4, MINN. 








WHY? Because it’s held 


in immovable position with 
the M & M RAIL CLAMP— it 
positively will not slip. 


This means employees can work in 
and around cars without danger of 
injury from sudden movement of 
cars. It also reduces danger of derail 
ment that can be extremely costly 


The M & M RAIL CLAMP is simple 
to use, saves time in positioning. No 
blocks, ties or shims are used. It’s a 
complete unit, wedge is attached to 
clamp with strong steel chain. 


Order an M & M RAIL CLAMP 
today and learn at first hand about 
its bulldog tenacity . . . its durable, 
all-metal construction . 

life under rough treatment 


its long 


SAFETY FIRST SUPPLY 
COMPANY 


425. Magee St. 
Pittsburgh 19, Pa. 


Ohio, recently featured a four page 
lead article captioned “Accidents 
Don't Happen.” The interesting 
story is designed to show editors 
of plant publications how to sell 
safety effectively in their columns. 
through modern approaches, such 
as cartoons, characterizations. dra 
matic touches, teasers, puzzles, rid 
dles, quizzes, safety serials, shock 
stories, timely tie-ins, human in 
terest features. etc. The article is 
well illustrated with sample car 
toons and puzzle pictures. It is 
a convincing presentation — that 
should have strong appeal to plant 
publication editors. Stet has made 
a valuable contribution to the 


safely cause. 


Governor Presents Awards 

The annual Award Presentation 
Dinner of the Minnesota Safety 
Council was held recently at Hotel 
St. Paul. Approximately 175 in 
dustrial and mereantile companies 
won the Governor's Industrial 
Safety Award for 1952. \. \ 
Rohweder, president of the Coun 
cil, was general chairman. The 
presentation of awards was made 
by Honorable C. Elmer Anderson, 
Governor of Minnesota, who also 
made the address of the evening. 
In addition to the industrial 
awards, plaques were also given 
for the State Department award, 
the Boy Scout award, 4-H Club 
awards and a Farm Safety plaque. 
Bronze plaques also were given to 
four cities and six counties for 
outstanding safety progress during 
1952. Seven counties also won 
blue ribbon honors for adult farm 
safety work. 


“These Jobs Must Be Done” 

\ striking mailing piece is being 
used successfully by the Seattle- 
King County Safety Council as a 
straight-from-the-shoulder appeal 
for funds for an expanded pro 
gram of activities with special em- 
phasis on traflic safety needs. It 
is captioned “These Jobs Must Be 
Done” and lists the need for im- 
proved engineering facilities, 
stronger enforcement, driver train 
ing clinics and expanded programs 
for schools and homes. It is an 
attractive six-page folder with 
good art work and = convincing 
copy, the work of managing dire 
tor Paul W. Seibert and his Public 


Information Committee. 








THE KENNEDY 


wyICTORY CAP” 


Designed 

GREATER SAFETY 
for all 

industrial jobs 


Better protection for all the hair all 
the time because the full, wide, snood 
type bac { the Kennedy Victory 
Cap ? ; complete coverage. Easy 
Adjustable t all head 
styles to choose from 
Manufacturers and distributors 
of a complete line of 
safety clothing and equipment 
Write Dept. N-10 for information 
regarding your needs 


V. E. KENNEDY— 
INGALLS CO. 


3735 NORTH 35TH STREET 
MILWAUKEE 16, WISCONSIN 











WELDER’S SLEEVE 


For arm protection from 
molten metal 
splashes, etc. 


sparks, 


Chrome-tan.ed split cowhide 
with neck strap. 23'2 inches 
long. 


Write for Literature 


Aljay Manufacturing Co., Inc. 


1516 Callowhill St., Phila. 30, Pa. 
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CLEANERS 


Skilled hands are a valuable 
asset to management, as well 
as an important responsibility 
of it. Mione Hand Cleaners can 
insure that asset by helping to 
share the responsibility for 
keeping skilled hands in prime 
working condition. 
WORKERS like the quick-lathering, gentle- 
scrubbing, easy-rinsing action of Mione 
And its very definite skin conditioning 
value 
MANAGEMENT likes the safe sanitary, 
efficient, trouble-free Mione features, plus 
its economy per pound, low cost per 
scrub up and the basic economy of 
skilled hands always at top productivity 
YOUR SUPPLIER of washroom needs can 
give you full particulars about Mione so 
that you, too, can benefit from the know 
how gained from 40 years of making 
thing but better and better soap for 


the hands 


WRITE US FOR THE NAME OF THE 
MIONE SUPPLIER IN YOUR AREA 


MANUFACTURING. 
COMPANY 


Makers of famous hand soaps 
for 40 years 


COLLINGDALE PENNSYLVANIA 
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Safety Library 


From page lod 


nity. By Huntington Williams. 
{merican Journal of Public Health. 
August, 1953, p. 974. 

Occupational Health Program in 
a State Health Department. By 
Stanley H. Osborn and J. Howard 
Johnston. {merican Journal of 
Public Health. August, 1953, p. 
9608. 

New Approaches to the Health 
Hazard Evaluation of Pesticides. 
By Kingsley Kay. AVA Archives 
of Industrial Hygiene and Occupa- 
tional Medicine. July, 1953, p. 70. 

Nickel Poisoning. By John F. 
Kincaid and others. AWA archives 
of Industrial Hygiene and Occupa- 
tional Medicine. July. 1953. p 48. 

Salt in Heat Sickness. By D. 
John Lauer. American Journal of 
Vursing. August, 1953, p. 938. 
Mines 

1 Good Mine is a Safe Mine. 
Vechanization. July. 1953. p. G4. 

The Technique for Sounding 
Roof. By W. J. hvan. Coal Ave 
\ugust. 1953, p. LOd, 

Natural Gas Industry 

The Fire and k vplosion Hazards 
of Gaseous Fuels. By Allen’ J. 
Johnson. Fire Engineering, Au- 
gust. 1953. p. 639, 

Noise 

Voise and Audiometric Histories 
Resulting from Cotton Textile Op- 
erations. By Jerome R. Cox and 
others. {WA Archives of Indus- 
trial Hygiene and Occupational 
Vedicine. July. 1953. p. 36. 

Voise as a Factor in Health. By 
Alvin F. Meyer and others. Ameri 
can Journal of Public Health. 
August. 1953, p. 998, 
Organization 

Otis’ Plants Are Tops in Safety. 
By W. J. Niederauer. The Plant, 
p. 50. 

Power Presses 

Safety Features of Hydraulic 
Control Circuits. By He Le Stew 
art. Plant Envineering. 


1953. p. 93. 


August, 


Printing Industry 

Skin Diseases in The Graphic 
rts Industry. By W. Schweishei 
mer. Printing Equipment. August. 
1953, p. 33. 
Psychology 


The Psychology of Industrial 





SAFETY 
STARTS 


UNDER-FOOT! 


Make Sure with 
BAKER 


SCAFFOLDS! 


SAFETY FEATURES: 


e Large Platform Area 
© Positive Safety Lock 


e Always "right" Distance 
from Work 


@ The fully adjustable platform height 
on Baker Scaffolds always permits the 
placement of men at the correct distance 
from their work —no unsafe reaching. They 
are built for a safe working lood of 800 
Ibs. with ample safety factor. Self-locking 
platform trusses moke sure that platform 
is always level, even on uneven floor sur- 
faces or stairways . . . they cannot be 
rocked or sprung loose. Locking casters 
lock both wheel and swivel. You, too, will 
be sure with Baker Scaffolds 


Write for Bulletin 534 
Distributors in principal cities 


Listed under Reexamination Service, / 3 
Underwriters Laboratories, Inc 


BAKER-ROOS INC. 


McCARTY STREET 
s ANAPO $ 6 i] ANA 





os 


Power Press 
Guards 
Protect Operators * Increase Production 


Wiesman cam-action press guards enable 
operators to work at top speed without fear 
of accident. Guarding is effective and com- 
pletely automatic . . . does not hamper 
operator's vision cr movement. For all sizes 
and styles of presses. Used by hundreds of 
firms. Inexpensive . . . easy to install. 


Over 30,000 sold 


Write for descriptive folder 
and 30-day FREE trial offer. 





ee 
a _— 


Wiesman Manufacturing Co. 
$1 South St. Clair Street * Dayton 2, Ohio 


— ee 


PROTECT OPERATOR 
AND GUIDE PINS 


Effectively guard 
against injury to op- 
erator, die and press 
on operations where 
bushings leave the 


guide pins. Protect 


pins and bushings 
from chips and dirt 
when entire pin and 
bushing are covered 
Inexpensive, easy to 


attach, 
af 


Felt Oiler Ring in 
top units provides 
POSITIVE 
lubrication. 


A 


= 


WRITE TODAY FOR DESCRIP. 
TIVE FOLDER AND PRICE LIST 


Nome 
a 


Wiesman Manufacturing Co. 
31 South St. Clair Street * Dayton 2, Ohio 


lecidents. By Gerhard K. Cotts. 
Pulp and Paper Magazine of 
Canada, August, 1953, p. 192. 
Worker Psychology { Formula 
That Works. By Daniel Koakauer. 
Factory Management and Mainte 


nance. August. 1953. p. 218. 


Publicity 

The Role of Publicity in Ferti 
lizer Plant Safety. By Lawrence A. 
Long. Agricultural Chemicals. 


July, 1953, p. 51. 


Saws 
Cireular-Saw Accidents. Safety 
Standards. August, 1953, p. 6. 


Waste Disposal 

Trickling Filter 
Built to Remove Radioactive 
Wastes. By A. L. Civil 


August, 1953, p. 58. 


Sewage Plant 


Biladeau. 


k neineering. 


Welding 


Respiratory Disorders 
H elders, By Robert ( harr. 
nal of the American Medical Asso 


ciation. August 15, 1953, p. 1520. 


fimonsg 


Jour 


Workmen’s Compensation 

fecident Reduces 
Workmen's Compensation Costs. 
Vew York State Industrial Bulle- 
tin. August, 1953, p. 15. 


Prevention 


Workmen's Compensation in the 
United States. 1V-—Occupational 
Vonthly Labor Review. 
July. 1953, p. 109, 


Disease. 


\-Rays 
Radiation 
Fosdick. 


195 5. })- 


Hazards. By 
Outlook. 


Lee B. 
uly, 


Vursing 
390. 


Distinguished Service 


From page 142 


Woolen Co Passa 

Finishing Mill 

Kleetric Co 

Coshocton, Ohio 
Lehigh Portland Cement Ce 

Bridge (Mad.) Unit 
Penn-Dixie Cement ¢ orp 
Clinchtheld, Ga 

Arms Co., Ine 


Forstmann 
N. J 
(henetr il 
Plastics 


Laminated 


Remington 
Works 
Shell Pipeline Houston 
Oil Pipeline Depr 


Standard Oil Company of Ca 


( orp... 


fornia 
Kichmond Refinery 

Western Electric Co Tine North 
iolina) Works, Burlington Plant 


AWARDS OF MERIT 


Alpha Portland Cement Co Ma 
heim W Va Plant 
Aluminum = ¢ ompany of America 


Wash 


Smelting Division, Vancouver 


Energy 


haven 


Long Island, N. ¥ 
System 


ville and 


mond, Va., 


Maintenance of 
De pts 


way, Duluth 


Heavy 


A. S. Schulman Electric Co., Atomt 
Plant, Paducah, Ky 


Associated Universities, Inc., 
National Laboratory, 


Brook 
Upton, 


Atchison, Topeka & Santa Fe Railway 
San Bernardino Shops 
Atlantic Coast Line 
Nashville Unit 
Bethlehem Steel orp., 


System, Louis 


Bethlehem 


(Quarry 


Eastern Erection Districts 
Leetsdale Works 
Marion Division 
Seattle Plant 

Tulsa Plant 

Yard 
Chesape ike & Ohio 
(Entire 
Chicago & Eastern Illinois Railroad, 
Way and Structures 


Quincy 


Railway, Rich 


company.) 


Cit-Con Oil Corp., Lake Charles, La., 


Refining Dept 


Duluth, Missabe & Iron Range Rail 
Minn., (Entire company.) 

Machin, Ine., Allentown, Pa 
Construction Unit 


(Cleveland 


E. ¢ 
Erie System Ohio (En 
re company.) 

Fo H. MeGraw 


Project 


‘ Co AK 


Padus ih Ky 


Illinois Central, Chicago, TIL, (En 


tire company.) 


Missouri-Kansas-Texas Dallas, 


I ines, 


Tex., (Entire company.) 


Communication Dept 


Monsanto Chemical Monsanto, 
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DUST COLLECTORS 
give you more positive 


industrial dust control! 


The AFEROTEC INTEGRAL is a highly 
efficient mechanical collector developed 
to give you the most effective industrial 
dust control! In many applications the 
high efficiency of the AEROTEC INTEGRAL 
permits the return of cleaned air to the 
room, appreciably reducing 

Only AEROTEC offers you high collect- 
over a wide range. 
no fire hazard 


heat loss 


ing efficiency 
constant pressure drop 
since all materials used in construction 
long life 

easy 


are non-combustible 
self-cleaning collecting elements . 
only periodic removal of 
dust from hopper or bin 
Why rot let one of our representatives 
help you solve your dust-collection prob- 
lems’? Call or write him today! 
Project Engineers 
THE THERMIX CORPORATION 
Greenwich, Conn. 
(Offices in 38 Principal Cities) 


maintenance 


Manufacturers 


THE AEROTEC CORPORATION 


Greenwich, Conn. 
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ACME ...the only 
Gas Mask with the 
“PICTURE WINDOWS” 


You never have that “jammed-in” feeling, 
wearing the Acme Full-Vision Gas Mask 
Its patented, larger lenses are like picture 
windows, giving you full natural vision for 
that safe, unconfined feeling. When you 
walk, you can actually see your toes with 
out bobbing your head. This factor alone 
makes Acme outstanding among gas masks 
well worth looking into 


Write for the complete story on Acme Gas 
Masks for all occupational horards 


ACME PROTECTION 
EQUIPMENT COMPANY 


3037 West take Street, Chicago 12, Illinois 





“Safe-T” bot 


Fabric designed especially for us. 
Flame resistant; light and airy; allows 
scalp to breathe. Brass buckle for 
ornamentation. Top has snaps so it 
can be worn either open or closed 
A real safety hat with smartness. In 
navy blue and other colors 


Write for Free Somple 
or Order Direct from us. 


$8.00 dz. 


CHIC MAID HAT MFG. CO., Inc. 


630 HIGH STREET 
BUFFALO 11, N. Y. 
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Ill., Wm. G. Krumrich Plant 

John F. Queeny Plant 

Newport, England Subsidiary 

National Portland Cement Co., Beth 
lehem, Pa. Unit. 

New York Central System, Michigan 
Central Unit 

Norfolk & Western Railway, Roanoke, 
Va., (Entire company.) 

Southern Natural Gas Co., Birming 
ham, Ala., (Entire company.) 

Southern Pacific System, St. Louis 
Southwestern System 

Texas & New Orleans Railway, 
Houston, Tex., (Entire company.) 

Union Oil Company of California, 
Research Center 

Union Pacifie Railway, Omaha, Neb 
(Entire company.) 

Universal Atlas Cement Co., Buffing 
ton Plant, Gary, Ind 

Hannibal (Mo.) Plant 

Northampton (Pa.) Plant 

United States Government Printing 
Office, Wash., D. ¢ 

Walter Kidde & Co.. Inc... Belleville. 
N. J., (Entire company.) 

Western Electric Co.. In 
N. Y. Distributing House 

W. S. Bellows Construction Co 
Houston, Tex., (Entire company.) 


: Brooklyn 


CERTIFICATES OF 
COMMENDATION 


Colonial Airlines, Ine., Flushing, 
N. Y., General Office & Traftie. 

Monsanto Canada Ltd... Montreal 
Unit. 

National Gypsum Co. National City 
(Mich.) Quarry 

Universal Atlas Cement Co. Inde 


pendence (Kans) Plant 


Calendar Contest Winners 
for August 


First prize in the National Safety 
Council’s Safety Calendar Contest goes 
this month to A. Clark, machine shop, 
St. Henry Works, The Steel Company 
of Canada, Ltd., Hamilton, Ontario 
The theme in this contest was a little 
leak will sink a great ship. Mr. Clark’~ 
line was adjudged the best of all those 
submitted. It was 

{nd did in row upon row upon Roe 

Second prize went to Hannah | 
Miller, (Individual Member), Sarasota, 
Fla., for this line 

The breedin’ they're speedin’ spells 
woe 

Third prize was awarded to Florence 
Sutter, International Harvester Co 
Milwaukee, Wis., for the following line 

“At the scene of the grime” they 
lay low! , 

The limerick for the August contest 
was 

On a happy vacation Pat Roe 

Cut his finger and said, “Let it go.” 

But in that little scratch 
Germs were waiting to hatch 

Thirty $5 awards were issued to 

Francis ©. Long, College Park, Mad 
(Individual Member) 

Vext page 


EASILY... °° 
SAFELY... 
ECONOMICALLY 


HI-LIFT 


EXTENSION 


SCAFFOLD ,. 


Models extend from 6 ft. 
10 in. (can be made 
lower) to any desired 
height. Hand or electri- 
cally operated. Comes to 
you ready for work — 
no erection required, no 
loose parts, Built to meet 
individual requirements. 
Ideal for painting, light- 
ing, cleaning, and all 
overhead maintenance, 
Pays for itself in time and 
labor saving. 


Also Makers of 


HI-LIFT PORTABLE WORK 
PLATFORM 


and 
ATLAS PORTABLE LOADING 
PLATFORM 


Write for 
Complete Information 


ATLAS 


INDUSTRIAL CORP. 
866 39th Street 
Brooklyn 32, N. Y. 


2 


sean < 





























WORLD’S LARGEST 
STOCK OF 
SAFETY BADGES 


1933 SERIES . . . I'4" dia. hard glazed 
enamel, heavily gold plated. Pin and safety 
lock catch. $10.50 doz. (plus Fed. Tax.) 


SAFE DRIVER AWARDS 
NO ACCIDENT PINS 
SERVICE EMBLEMS 
PLAQUES — TROPHIES 
Write for FREE 32 Page Catalog 
CLARENCE WILLIAMS 
WILLIAMS JEWELRY & MFG. CO 
Silversmiths Bidg. 10 S. Wabash Ave 
Phone: CEntral 6-5018 Chicago 3, Ill 





MAGNETIC SWEEPER 
PREVENTS FALLS BY CLEANING 
METAL OFF FLOORS 


Free 10-Day Trial Offer 


Falls account for nearly 18 of all in 
dustrial injuries! They cost heavily in 
money and time 


An Eriez Magnetic Sweeper cleans floors, 
driveways, docks, etc., of fall-causing 
ferrous bits easily and economically 


Unloading of collected metal is simple 
Just push a wiper ring from one end of 
the magnetic tube to the other and the 
load is automatically released 


Eriez Magnetic Sweepers cost as little as 
$42 and can be had for 10-day free trial 


Send for FREE Bulletin 
which gives sizes, 


prices, etc. 


Manufacturing Co. 
27 Magnet Drive, Erie, Pa. 





Matt F. Morse, St Louis Safety 
{ ouncil st Louis, Mo 

Alexander Campbell, foreman, Chey 
olet Gear & Axle, Detroit, Mich 

Mrs. Faith Elder, Niantic, UL, (Indi 

dual Member) 

Mi Edith E. Morgan, Blairstown 
N. J (Individual Member) 

Mrs. ¢ H. Bowlen, Haverhill, Mass 
(Individual Member) 

Mrs. Eleanor M. Kizer 
Plant, Mishawaka, Ind 

Raymond H, Welsh, clerk Pitts 
burgh & Conneaut Dock Co., Conneaut 
Ohio 

Mis. Ruth Zimmerman, Aluminum 
Company of America, Cressona, Pa 

Mrs. Ned Fish, University of Mis 
ourl, Columbia, Mo 

Mrs. Mildred S. George, Allison Div., 
General Motors Corp., Indianapolis 
Ind 

Mrs. B. G. Boddard, B. F. Goodrich 

Kansas City, Mo 

Vern Lindquist, safety inspector 
Hughes Aireraft Co., Pucson Ariz 

Mrs. Jack De Leury, Bendix Prod 
ucts Div., South Bend, Ind 

setsy J. Reinholt, Atlantic Refining 
(o., Philadelphia, Pa 

( Jane Ruhl, stenographer, Ewing 
Von Allmen Dairy Co., Louisville, Ky 

Rose Van L. Burnham, Willsbere 
N.Y... (Individual Member) 

Mrs. Roy W. Lowrie, Atlantic Re 
fining Co., Philadelphia, Pa 

John E. Kleinhenz, publicity dire: 
tor Indianapolis Water Co Indian 
ipolis, Ind 

I H. Horeis, Omaha Chapter, Na 
tional Safety Council, Omaha, Neb 

Max Levin postal clerk, | S. Post 
Oflice, Milwaukee, Wis 

Susie Mae Smith, City Board of Edu 
cation, Tusealoosa, Ala 

Mrs. H. W 
Okla., (Individual Member) 

Mrs. Charles H. Stone, Macon, Ga 
Individual Member) 

Mrs. W. N. Sanders, Tennessee Coal 
& Tron Div., U. S. Steel Corp., Fait 
held, Ala 

Arthur V. Long, Tulsa, Okla. (Indi 
vidual Member) 

Mrs. Bascom S. Deaver, Macon, Ga 
(Individual Member) 

Karle k Baker Sheet Fabricating 
By pt., Coontine ntal Steel ¢ ory Kokomo 
Ind 

W. J. Salisbury, mine survey helper 
Noranda Mines, Ltd., Noranda Ouebec 

Lawrence J. Reinhard, Alpha Port 
land Cement Co., La Salle, Hl 


Ball-Band 


Guenther, Tahlequah 


Waiter: 
date here. Everything’s cocked by 


“Ves sir. we re up to 


electricity. 
Diner: “Well, would you mind 
giving this steak another shock?” 


The trouble with many a house 
hold budget is that there’s too 
much month left at the end of the 


honey, 





COTTERMAN 
WELDED STEEL SAFETY LADDERS 
For Filing Rooms—Stock Rooms—Vau!lts 


SAFE 


STRONG 


EASY 
TO MOVE 


EASY 
TO CLIMB 


NON-SKID 
STEPS 
45"—5 Step 
New Improved design now being made from |" 
diam. round furniture tubing. 
Mounted on Swivel Brake Casters which allow the 
ladder to be rolled freely when no one is on it 
When you step on the \adder the rubber cushioned 
!egs rest on the floor and prevent roiling. 
Made in 7 heights:—18” 2 Steps, 27” 3 Step, 
36” 4 Step, 45” 5 Step, 54” 6 Step, 63” 7 Step, 
72” 8 Step. 

All are made in either 20" of 26" width. 
Send for Circular No. 52-N and prices on these 
adders and our full line of Wood Rolling 
Ladders 

Manufactured by 


il. D. COTTERMAN 


4535 N. Ravenswood Ave Chicago 40, Ill. 





Itz New! 


HALCO PRESSURE BANDAGE 





Recommended for: 


@ Large Wounds Dressing 
Control of Hemorrhaging 


6 
@ Pressure Dressing for Purns 
f 


Immobilization of Injured 
Areas 


Descriptive folders and further 
information sent upon request. 


A. E. HALPERIN CO., INC. 


75 Northampton St. 
BOSTON 18, MASS. 
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Further information on these new products and equipment may be 
obtained by writing direct to the manufacturer or to National 
Safety News. Accompanying coupon is for your cenvenience. 


Extinguisher Labeling 


labels, 


portraying clearly what to do and how to 


Pictorial operating instruction 
do it, will replace the hard-to-read small 
type ordinarily used for recharging in 
structions on Foamite and soda-acid 24% 
gallon fire extinguishers of American-lL.a 
France Foamite 


nstructions ire now prunte d on the re 


Corporation Recharging 


ch irge container 


The new labels are fused into the metal 


of the extinguisher and become an integral 


OLD TYPE 
LABEL 

NEW ACTION 
TYPE LABEL 


aan 
SN 
_ 
/ = 
| 
| 
=™ 


FOAMITE 


FOAMITE 
a1 ee timo uitnes 


FOR FIRE 
ves BOTTOM UF 


rt of the shell. They cannot be removed 
The manufacturer states that anyone can 
easily operate the extinguisher correctly by 
observing at a glance the four action pi 
tures which demonstrate the sequence of 
steps to be followed. The extinguishers on 
which this new label appears have been 
ind listed by Underwriters’ Labo 
ratories and free literature is vailable 
fron 
American-LaFrance-Foamite Corp 


N. Y 


Soap Dispenser 
A new, all-metal dispenser with simple 


mechanism has been devised for dispensing 


liquid soay n lather form Phe exterior 
polished stainless steel and chrome 
lated bras There is only one 
mechanism and the 
» stall openings to « 
dry out from. pe 


no matter accidenta 


National Safety News, October, 1953 


Elmira, 





into the dispenser 

The interior is transparent shatterproof 
Lustrex for safety. For ease of visibility a 
“look-slot” on either side of the dispe nser 
reveals at a glance the exact level of the 
soap inside. A concealed, separately 
mounted wall plate, installed with 3 or 4 
screws, firmly supports the dispenser. For 
further details write 
Bobrick, 1214 Nostrand Ave., 
Va 


lrem N 


Brooklyn 25, 


Protection Against Radiation 


The Archer Gown, developed by Dr. V.M 
Archer and associates of the University of 
Virginia Hospital, is made of spun lead 
glass, and is designed to protect vulnerable 
parts of the body from x-rays and beta 
radiation 

Aside from its main function of protec 


tion, the gown offers other advantages It 


is effective in light weights; is flexible and 


strong. It is chemically resistant, non-ce 


teriorating in storage; is non-shrinking 
non-allergic and hreproof 

Complete technical information, test re 
ports, charts on ray transmission are avail 
able by writing: 
Bar-Ray Products, Inc., 209 25th St., Brook 
lyn 32, N. Y. 


ltem No. 3 


Foam Rubber Padding 


Brafoam, foam rubber molded to cloth 
for extra strength, is a fabric that is readily 
adaptable for many industrial uses, It is 
“airohed” for better cushioning and allows 
air to flow through more freely 

Because of its resiliency it acts as a 
shock absorber and is skid-resisting be 
eause the rubber holds firm. It is easily 
shaped and holds its shape indefinitely. 

Krafoam is permanently bonded to the 
cloth by the “poured-on” process and is 
washable. It is available in 1/16” to 2/8’ 
thickness with many types of backing fal 
ric. Manufacturer will send full detail- 
upon request 
Rubber Fabrics Co., 261 Fourth Ave., New 
York. 


Item No. 4 
Pow er Sw eeper 


A new power sweeper that reportedly 
sweeps over 100,000 square feet per hour 
in open areas and can be dumped by one 
man in about 30 seconds is now available 
Operated by one man, the machine covers 
a 36-inch path; picks up dirt, litter and 


dust at speeds up to 6 mph. A rotary 21 
inch side-brush increases path width te 
18 inches and allows cleaning flush with 
walls, curbs or fences. 

A special feature is fast) mechanical 
dumping. With a few turns of a ratchet 
type lever, one man can tilt the fully 
loaded dirt hopper and dump loads weigh 
ing up to 700 Ibs. Sweeping with this ma 
chine is said to be practically dust-free. A 
high-speed 36-inch brush, rotating inside 


a vacuumized compartment, hurls heavy 
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debris and dirt into a 9 ¢ 
At the same time a high volume 
lighter dirt dust 
The brush compartment ta 


kirt 


information 


and into 1 larg 
hag. 
flexible rubber so dust ¢ 

Additional 
request to 
G. H. Tennant Co., 
Minneapolis 11, Minn 
Item No 


2566 


Electrostatic Neutralize 
The “Magie Wand 


particularly effective in 


new 
reducing 
electricity in ma 


from static 


and processing 


comes highly electrified by passing 


through systems of rolls 
endering of rubber plystock, pla 


and high quality paper. Also spreas 


coating of rubber or plastic 


onto textiles, paper, of 


is installed across the width 
stock. Write the manufacturer for 
No. 125 for full) details 

Herman H. Sticht Co., Inc 


New York 7, 


Item No, 6 


tralizer 


High Lift) Trucks 


trucks ae 
load lin 


announced by 


Two high-lift 
solve the problem of low 


new 


elevator floors are 
Man Division. 


Model I) 15 Is a 


lift having a capacity of 1500) poune 
the truck itself weighing only L700 


230 


where moving ton 


counterweighted 


neutralizer 


k 


kxan ple 


fi 


compour 
leather The ne 
the 


Al 
Bulle ti 


of 


igned 


Pruck 


with 


pour 


lan draw 


Second St 


hazards 
nufacturing 


bye 


27 Park Place 


high 


] 


Manufacturers are invited to send in announcements of new 
products, or improved special features. Only items which 
can be considered as ‘'news'’ to our readers will be published. 


hoists, 14 to 24 
l 10 tons 


from 14 


model has an &4ineh lift 10 tons, low headroom 


to the 


I he standard 
Viodel DS-20 is 


it balance is 


Clevis connected hoists 
stabilizir ry ind extende d hand 
Further 
plete line of these hoists is available 


Coffing Hoist Co., Danville, Ill. 
/ Vo. 9 


/ 


other model tons 4 to 


hoists 


simil il 
maintained by wheel 


forward on each to 3 tons information on the com 
load of the differences 
balance the weight of thi 


1300) ths. versus a 


itrigyetr which 


project 


le of the Because from 
if hie Vinny 


odel is 


wity ol 


only load 
iH) 

Ample power is provided on either truck Parts Cleaner 
y an air-cooled engine which will operate 


\ new multi-purpose parts cleaner known 
full &-hous gallon of 


e is the Super ¢ leanmaster, Model 50, cleans 
Full cle methods First, 


wailable on continuously filtered flow of 


single 


shift on a 


isa! ‘ ( s 
oline under normal condition parts through three with 


tails on these two models are 


driven 
fluid 
cond, through a large 

tank which 
ints baskets 


yun that also speeds drying parts, 


i pumy 

quest by writing 

Truck-Man Division, 
son, Mich 


‘ 


leaning through a semi-rigid hose 


626 Liberty St., Jack 


air-agitated soak 


accommodates two large 


and third, with a jet air 


Oil-Resistant Flooring 


Known 


of oxvehlorict 


The unit provides omfortable working 


s ‘ - . 
ylox the product height for loading ind unloading Every 


that is highly re 
fats 


cement conventence ‘ir agitated 
stiff 


full 


cleaning Is handy, 


tank 


brush 


ibsorption of oil 
of any kind. It is a 
itself and no outsicle 

idded L hie 
packaged at the 


istant to 
nd solvent 


prea continuous flow stay put” hose, 

and 

write 

Products Co 
Minneapolis 8, Minn 

determined Vo. I 

it an half 


neh Adhesive 
Machine booths, kitchens 
bakeries 


pe floors 


complete efieient jet air gun. For 


oring unit in details 


dients need: be unit ot Practical 2632 Nicollet Ave 


ortioned and factory 
is designed to cover a pre 
iwerage depth of only ome 


Aisle Markers 


Brady aisle markers are made of durable 
backed with a heavy-duty 


They are 


shops spray 
areas are ill of the 


this 


and similar 
suitable for 


material The 


/ 


I 

olortul plastic 
renewing with 
Pressure-sensitive idhesive 
ipplied 


product may " 


rectly over old surfaces of concrete on 


xd and is 


Full information will be sent upe 


wailable in several color 
nm request 


United Laboratories, Inc., 1680! Euclid Ave 


Cleveland 12, Ohio. 


\ 


Hoist Unit 


5 different and size 


added to 


units 


models 


A total of 


of spur hoists have been 


Ineluded 


gear 


the Cofling line imong new 


stocked in colors— caution yel 


~ hire red 


white 


four bright 


sufetvy green and neutral 


They stick fast to any clean, dry 


floor without 


momstening 


thick, 
plastic 


The markers are only .005-inch 
flush with the 
urface 4 hight 
Acid ou, grease walts 
most 
the markers we 
Phe 


ind the 
resistant to 


they lie floor 
abrasion 
and 


effect on 


and water 


common olvent have no 


ording to the manufacturer 
indus 
parking 
Write 
information 


727 Glendale Ave Mil 


ire recommended for use in 


othees warehouses 
wea stores ind iirport runways 


Sizes single 


md multiple 


the manufacturer for omplete 
I 

from "4 to W. H. Brady Co 

ther waukee, Wis 


hoists 0 \ 


with « ipacities 
cialized applic ions 
ind ue ired 


army tyyve 
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Further information on these new products and equipment may be 
obtained by writing direct to the manufacturer or to National 
Safety News. Accompanying coupon is for your convenience. 


Glass-Cleaning Cloth 


chemically treated cloth for 

cleaning and mistproofing 

masks window wind 

» trucks, planes and locome 

Merely wiping the glass or trans 

parent plastic with Seecloth is claimed to 
not only clean, but also to mistproof it for 
i period of few hours to two weeks, de 
ding on 
cloth can be used over and over. It is 


packaged in 8”x9" 


itmospheric conditions The 


pieces for goggle 
larger pieces for windshield use Special 
<izes can be cut to order. Write the manu 
facturer for literature and sample striy 
Hygiene Research, Inc., 684 Broadway, New 
York 


] \ 
Vapor Degreaser 


method of vapor de 
industrial parts and 
mater s known as The Baronet represents 


the 


late n of vapor degreasing 


Rapid | ining is accomplished auto 


matically non-flammable trichlor 


ethylene Qily and greasy parts are 


} 


simply lowered into the vapor zone of this 


unit and deep and 

s effected rapidly. Un 
ors quickly penetrate 
parts clean, warm, dry 

er processing. Compact 
portable unit’ operate with 
eness as larger tvyve indus 
It requires smaller opera 
can be conveniently in 
units 


within 


eliminate 
of the degreasing unit 
ower is available The 


five gallons of eaning 
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solvent for effective operation. Further it 
formation and literature is available from 


Baron Industries, 241 West Avenue 26, Los 


Angeles 31. 
Item No. 1 


Work Glove 


A new line of “Plastice-Dot™ work gloves 
in all) popular industrial styles is now 
available. Included is a reversible “Plastic 
Dot,” made so that each glove will fit either 


the right or the left hand. When the 
gloves finally become worn on one side 
through usage, they are simply shifted 
from one hand to the other, and a new 
work surface is provided 

In addition, companies whose operations 
require only right or left: gloves can ob 
tain them by simply ordering a quantity 
of reversibles, then turning a single pau 
All gloves in 


the new line are permanently imbedded 


into two rights or two lefts 


with tiny plastic dots that protect the glove 
fabric from wear and tear without affecting 
their flexibility and working comfort. Write 
the manufacturer for complete details 
Riegel Textile Corp., 260 Madison Ave., New 
York 16. 


Item N 


Hand Dryer 


An improved fan ef the National ele« 


tric hand dryer prevents accumulation of 


dust or lint and is virtually self-cleaning 
The new fan is a double squirrel cage 
type, but a new design in the mounting of 
blades to the fan chassis and wider open 
ings between blades prevents dust) from 
clinging to the blades. While the new fan 
was developed specifically te reduce the 
amount of cleaning required for National 
drvers, it has also increased the amount of 
air discharged and operates with less noise 
than the fan formerly used. The dryer is 
wtuated by a push button and cuts off 
tutomatically after 30> seconds. It is ay 
proved by Underwriters Laboratori 
Write the manufacturer for full details 
National Dryer Corp., 616 W. Adams St 
Chicago. 


ltem ‘N i 


Dust Collector 


The American Air Filter Co., Ine. ha 
innounced its Design 4, Type N- Rote 
Clone dust collector, an improved hydro 
static precipitator that separates the dust 


from the au by mean 

ter curtain. This unusual and distinetive 
water curtain has proved highly effective 
in collecting most types of process dust. It 
is available in) three basic arrangement 
which are identical in operating principle 
but differ in hopper design and means of 


sludge removal lhe three arrangement 

provide manual cleanout, continuous drain 

and sludge ejection by flight: convevors 
Sulletin 277 will be sent free upon re 

quest to 

American Air Filter Co., Inc 


Ky. 
Iten 


Louisville 8 


\ 





Welders’ and Chippers’ 
Goggles 


A new line of cup-lype goggles has beer 
introduced under the trade name “Saf-l 
which includes a new chippers’ goggle and 


? new types of welders’ goggles. Feature 


of these goggles, as claimed by the manu 
facturer, are good ventilation, light weight 
and comfort without sacrificing strength 
and durability, The chippers 


equipped with new plastic lenses which 


goggle come 


have extra seratch resistance and strength 
Complete details are available from th 
manufacturer: 

United States Safety Service Co., 1215 
McGee, Kansas City 6, Mo 

Item No, 17, 


Dry Type Transformer 


Because of the many new development 
and improvements made in heat resistant 
electrical insulations, Hindle Transforme 
Co, now offer a complete new group of dry 
type transformers. These transformers are 
recommended for use to step down power 
line voltage for operating electrical equiy 
ment; to insulate or isolate lighting and 
other circuits from power circuits; for 
hoosting low line voltage or lowering high 
line voltage; distributing power from 600 
180 or 240 volt lines and to furnish the 
proper voltage of low voltage lines. Write 
the manufacturer for Catalog No. 353 
Hindle Transformer Co., Inc 
me. J. 


liem No. 18, 


Flemington 
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safety equipment for industry 


Manufacturers are invited to send in announcements of new 
products, or improved special features. — items which 
be published. 


can be considered as ‘'news" to our readers wil 


Work Platform 


Something new in the industrial field is 


the mobile Heco safety work platform 


Used in conjunction with a fork lift truck 


this new unit provides immediate and easy 


work aecess at any fork lift) elevation 
There is no set up oor erection: necessary 
hele il for 


| lants, machinery repair, shop maintenance 


onstruction work, industrial 
ind many other jobs 

Built according to standard State safety 
regulations, this platform has four-way 
fork entry, is 42” wide x 42” long x 42” 
high with a hinged gate at one side and 
has a chest-level safety railing all around 
The floor is faced with a 4” toe plate and 
the entire unit is mounted on 3” rubber 
casters for easy rolling when not in use 
For further information write 
Hammerslag Equipment Co., 45 Elmira St 
San Francisco, Calif. 


\ 


Hot Materials Mitt 
\ new, improved mitt) for ifely han 
dling extremely hot materials, called Kool 
Mitt, is made of three layers of materials 


Asbestos protects leather from shrinking 


ind gives fireproof protection; leather gives 
the mitten long life and maximum protee 
tion against sharp and abrasive surfaces 
and wool provides maximum insulation 
The mitt is stitched with steel staples for 
long life. Back of mitt is open for ventila 
tion, and it is so designed that it can be 
Hipped off hand and held on wrist by a 
special wrist strap. Full information will 
be provided by the manufactures 

Singer Glove Manufacturing Co., 860 W 
Weed St., Chicago. 


Item N 


Safety Hook 


A hook with a safety gate which locks 
iutomatically and will not open unless the 
pin is manually depressed is one of the 
safety features of the new Bullard-Burnham 
safety hook The design of the safety gate 


uses the hook shank as its operating base 
yet does not obstruct the throat of the 
hook. The rust proof gate which can be 
adapted to fit all makes and sizes of stand 
ird hooks opens and closes with ease in 
all types of weather. It swings open hori 
zontally en the shank axle so that ever 
full hook load will not snap in loading o1 
unloading operations 

\ catalog and data sheets listing infor 
mation coneerning these new hooks are 
available upon request to 


ct. D. Bullard Co., 275 Eighth St., San 


Francisco. 
‘ 


Drum Handling 


A newly de signed all steel rack for ¢ use 
aid safety in handling heavy drums ha: 
been developed so that one man can handle 


even a (90 Ib. drum without strain or risk 
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Further information on these new products and equipment may 
be obtained by writing direct to the manufacturer or to National 
Safety News. Accompanying coupon is for your convenience. 


of injury The rack is simple and easy to 
issemble only a pair of pliers and a 
needed 


hammer are Featuring a newly 


designed method of attachment, this rack 


is merely stood alongside drum, the two 
drum hooks are hooked over the top chime 
the drum tilted into posi 
sary to tip the drum to 
| the drum before tilting 
position. The rack has a handy tele 
ping steel handle to give added leverage 
ind stability in handling. Four all-steel 
rollers are available as optional equipment 
ind facilitate moving of drums from place 
to place Write the manufacturer fo 
details 
Baker-Roos, Inc., 602 W. McCarty St., In 


dianapolis, Ind 


» 

Portable Lamps 
Iwo new fluorescent portable Inspection 
with or without magnification pre 


ght ‘ é designed primarily for 


Lite-Wite =j 
AUOSTKCENT HAND v awer <= 


viewing necess 
ntense, glare-free 
ctionable heat 
vet urge in ability, the 
power ens is straddled by 


orescent lamps for maximum seeing 
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ability and comfort The new Lite-Mite 
units can be equipped instantly with ultra 
violet radiation. Complete catalog is avail 
able on request: 

Stocker & Yale, Inc., Marblehead, Mass 
Item No. 2 


Floor Treatment 


Floor treatment products from the Hill 
yard Chemical Co. are now packaged in 
new lithographed drums. The new process 
which reproduces directly from a negative 
or metal, has many advantages over paint 
ing, stenciling er methods currently in 
general use. This lithographing process 
enables Hillyard to serve customers with 
floor treatment products in a sealed con 
tainer of greater durability and versatility 


All three of the openings, a 44” on side 


1 34” and a 2” in head, have a special 


lithograph seal that protects the buyer. I 


the seal is broken, the buyer knows the 
material has been tampered with. If the 
seal is not broken, Hillyard stands behind 
the quality sealed merchandise. Direction 
labels on beth the side of the container 
and on the head provide eusy Vit wing w“ he tN 
barrel is standing up or laying down on 
the rack. Openings for faucets in both the 
head and on the side of the new drums 
and half drums, make it more convenient 
for dispensing from a standing-up or hori 
zontal position Manufacturer will) send 
complete details 
Hillyard Chemical Co 
St. Joseph, Mo. 

ltem ‘ ; 


402 WN. Third St 


Magnifying Lenses 


Improved vision for welders who wear 
bifocal glasses is provided by a new de 
vice, Ortho-Weld magnifying lenses, de 
veloped by Bausch & Lomb Optical Co 


The lenses, precision-molded of lucite, 


ire made te tu all standard welding hel 
mets. By inserting them between the regu 


lar helmet filter lens and the rear cover 


plate of the lens holder, the bifocal-wearing 
welder is given comfortable close-up vision 
it any angle Magnification provided by 
the lenses is needed because the bifocal 
segment of regular glasses is out of the 
line of vision while the helmet is ino work 
ing position. For further details write 


Bausch & Lomb Optical Co., Rochester, N.Y 


/ ‘ 


Gas Indicator 


Sequential sampling of potentially ex 
plosive atmospheres from six separate loca 
tions is performed by the new Model RV-6 
indicating type combustible gas alarm sys 
tem. Model variations are available te 
permit sampling from any number of loca 
tions from two to eight 

In operation the unit draws samples con 
tinuously through metallic tubing and 
inalyzes them point by point on a SO-se« 
ond evele. The detecting instrument is a 
platinum tlament Wheatstone Bridge ce 
tection circuit. Indication of the presence 
of combustible gas is provided on a panel 
mounted indicating instrument, while the 
sample line currently being analyzed is 
indicated by a series of pilot lights on the 
front panel 

The model is housed in a free-standing 
steel cabinet for complete enclosure. Meas 


urements are 2?" wide x 18’ 


deep x On’ 
high. Operation is from 115 volts Af 
50-60 eyeles. Manufacturer will send com 
plete details upon request 
Johnson-Williams, Ltd.. 2618 Third St., Palo 
Alto, Calif 

litem No 


¢ 





Manufacturers are invited to send in announcements of new 
products, or improved special features. Only items which 
can be considered as “news” to our readers will be published. 


Manu iequisition by his company of the Alfred 
Co. of North Quiney, Mass 
Hale Rubber Co.. established 


Steam-Jet Cleaning United States for Breuer Electric 
For fast. ind t ’ facturing Co. Mr. Small has been engaged Hale Rubber 
o as Mnadoaor ean ‘ 
ifety fr { | | , listribution and sales of Torn ide equiy Ihe Alfred 
siile com Tire maizarad or ( ne ot the : 
rkis + ment in Detroit In his new capacity: he n 1837. is one of the oldest manufacturers 
wo ig oarea is T ne ' | ' 
Speedylectric Steam-Jet Cleanes Il direet the company’s sales operation of high grade soling materials for the shoe 


hor thei line of lornade commercial and manufacturing industry This purchase 


matic balanced control 
ndustrial floor brings to three the manufacturing units 


“ , machines, vacuum cleaners 
Featuring compact portability ‘ 
ind portable electric blowers in Alabama operated by the Gro-Cord Rubber Co 
tion, operating simplicity ifety ‘ | , 
Florida Ceorgia, North and South Caro 


na and Eastern Tennessee 


(Central Safety Equipme nt Co... 2200 F 
Huntingdon St., Philadelphia, announces 
the appointment of Arthur W. Espey to 


Russell J. Dickson has been appointed 
Py handle the distribution of Rockwood port 


veneral sales manager Leschen Wire Rope - } 
ile equipment, nozzies, foam, wet and 


Division of H. K. Porter Co In St Mi 


| : Mr Di k ; will 1 | f proportioners Espey is well known in 
ous ekKkson Atll te i charge 0 


the fire fighting held, having been a mem 
ber of the Municipal Fire Department of 
Philadelphia and an officer of that depart 
ment as well as organizer of the State Fire 
School, for the State of Pennsylvania, some 


vears ago 


Mathias Klein & Sons, established in 


1857, pioneer Chicago manufacturer of 


tools and equipment for the electrical in 
dustry and hardware field, are readying for 
electric freedom their big move to a new ind modern loca 
new unit is available io on 2 tion 
HO, er 550 volts Af The new plant will be located in Skokie 


tion of the steam generate 


Ilinois, north of Chicago The building 


contains 110,000 square feet and is one 


detergent flow and atomizatio 
story) permitting maximum efficiency in 


at the jet are all under ting 
of the operator at the steam gun or lanes the company’s sales activities straight line production 

Write direct to manufactures fest heen with Les hen for more than three According to Mi Mathias \ Klein 
President, and grandson of the founder 


details vears as district sales manager. His entire 
the new factory is scheduled to be com 


Livingstone Engineering Co., 100 Grove St business experience has been in the wire 
1, 1954 The change of 


Worcester, Mass. SRN Se pleted about June 
Item No ecation is necessitated by construction of 
the Northwest Super Highway that will take 


News Items the present property which Mathias Klein 
president of the Gro-Cord & Sons have occupied at 3200) Belmont 


Fred A. Small has bee ipointed 0 Moor 
Lima, Ohio immounces the \ve., Chicago, since 1912 


gional sales manages 
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Trade publ 


in the safety field 


These trade publications will help you to keep up-to-the-minute on new products 
and developments in industrial health and safety equipment. They are free and 
will be sent by manufacturers without obligation to readers of NATIONAL 
SAFETY NEWS who are responsible for this work. Send in the coupon below 
checked for the publications you desire. Please make your requests promptly 


Clame Literature de bes a on the recently-introduced Baker-Lull Fork 15. “Safety Retractable Wheel Chock 

op forged clamp for raising, loader The literature describes applic a liter sture describes the retractable wheel 

nveving anv flat surfaced tions on features of the 4-wheel-drive equip dine which will held Pelee a goa? pvailes 
hed or fabricated condi ment and lists complete specifications for 
that has suflicient flat ill models. Baker-Lull Cory 


ites, drums. containers. 


Mareiil 8. “Group Lamp Replacement Pays Off": 


\ case history report on how group lamp 


replacement pays off by providing better 7 , 
2 Accident Prevention Signs Pamphlet lighting at lower cost. in factories, offices, eh lig ge sig 2 3 a _ 
illustrates different types ol tandard and stores. General Eleetris Lowtedott beakiet for tusiness Grane tolls 


9. "The Fork Truck of the Future": Fea how tape recordings and color slides ean 
aah and Sc ae rae sn Sie tured in the new 16-page magazine. Seche he combined to tell a story or convey an 
matic sketches illustrate special details of idea in an interesting and effective manner 
the new stream-lined truck A brief de at low cost. Minnesota Mining & Mfg. Co 


safely in position—preventing accidental 
movement of vehicles when loading o1 
: during maintenance work, Calumet Steel 
B e I lees Castings Corp 


stock-worded gns shown und he vari 


ous indust: i nazar { he aiding warn, 


ifels 


scription of companys complete line of 


Carbon Dioxide Extinguishing Systems: fork trucks deseribed and shown. Clark 17. “Crosby Wire Rope Clips ( atalog 
r color booklet describe the com Equipme nt Co 900-69 features company s line of wire 
; / rope clips Charts ineluded American 
Electronic Fire Protection \ folder Hoist & Derrick Co 

discussing an electronic tire detection sys 

tem that automatically sounds warning of 18. “Precision Snap-Action Switches 

temperature rise, locates and identities the Pamphlet illustrates switches for all in 


total and limited floos of areas. explains 
. area of danger Iwo-wire closed cireuit dustrial switching requirements. Shown 


] | 


Puiit-in carbor dio, de ex 10. 
It begins by explain 
irbon-dioxide a 1 fire 


ontrol, contint »v listing the use covers 


e ope tion of the syst ned scusses 
th perati ' em a Isse permits economic installation and elimi are high capacity switehes, general pur 


} rious t ( ol utom ‘ t ‘ 
the i 1 VI tutomat ystem nates cumbersome wiring. Lord-Taber Co prose limit) switehes —¢ \plosion-prool 
fixed temperature thermostats, rate I; 
Mu 
{ ble quartz bull Walter 
& 11. Safety Shoes: Catalog illustrates a 
complete line of steel toe safety shoes in 19 'The Key to Protect \ book! 
a ' 7" ° y to Frotection ookiel on 
Magn Factory <-- _— Building : styles including dress oxfords, blucher. oil a power press guard, showing how it re 
older truly ae ~ ate ra tems, resistant styles, work shoes with leather duces accidents and creates gains in press 
each station « tains a kev which watch . 
mae rs ey-hole of clock. Registra ers, shoes, boots, hi-cuts and rubber foot flexible in design to be adaptable to a 
‘ ikea cy ind wear. Tren Age Diy H. Childs & Co., In variety of presse Junkin Safety Appl 
licago 
Indus 12. “Good Will Advertising Brochure 
emphasizing use of pens, pencil sets, flash 20 


switches, heavy duty limit and die cast en 
closed switehes Micro Switeh 


cord, composition and vul-cork soles, mold production The guard is practical, yet 


ance Ca 


Lens Cleaning Station: A folder on a 
lens cleaning dispenser cabinet that. is 
will distribution to promote sales. Fred it 


tie 


lights, ete. carrying company name for good 

Slings to Lift Anything in the World”: f 
ompanys line of slings 

n Iustrat ind erick Hornik tissue and space lor used tissue Kasy to 

ich product. Speciti 13. "Life Line’: 55-page booklet made uy 


vy Brothe is a fast moving picture tory illustrates 


compact, containing lens cleaner, 


install, use and service, it is made of all 
welded steel construction, inp white ort 

the manufacture of Macwhyte wire rope green baked enamel finish The Wilkins 
letin Ne. O40 ‘ Macwhyte Co Co 


in imseet re ‘ 
pr poring : 14. Wet or Dry Vacuum Machines: Folder 21. Eye Wash Fountains: Descriptive pam 


liek idinne . miihind describes and illustrate heavy-duty port phiet regarding equipment designed to save 
able wet or dry vacuum machine A new thre sight of workers I< igte dito ae liver a 
A “ feature in Models 155 and LIS is the ti twin stream of clean water into the eves of 
o fs _ Pass” motor which require no change of workers who get chemicals or foreign ob 


utility 


hiter and cannot be damaged by dust ot jects into eves, and reduce lost-lime aeci 
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Super Sofety” 
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Fume 
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SHIELDS 
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Wire Screen 
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Acitex 
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Comfort-Bridge 
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SCO FOR SAFETY 


GET YOUR FREE COPY 


Your CESCO Safety 
Equipment Distrib- 
utor will gladly 
furnish you a copy. 
Or write us direct 
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Now... 2 New 
AG COVERGLAS GOGGLES 


Fit Over Safety 
And Personal Glasses 


NEW = 4 WAYS! 


1. New Cup Size and Shape 

2. New Lens Size and Shape 

3. New Side Shields 

4. New Easy Lens Replacement 
AO’s newest development in eye protection—Chippers’ and Weld- 
ers’ Coverglas Goggles—can be worn over practically every pail 
of personal glasses (even the biggest frames) and most types of 


safety pres ription goggles with and without side shield. 


Wider vision, too, because the lenses are larger and scientifically 
designed to give up to 20% more vision. Yet, with all these fea- 
tures the goggles weigh but a fraction of an ounce more than ordi- 


nary Coverglas souules ... cost only slightly more, 


These goggles are the newest . and two of the greatest . . . de- 
the advent of safety gogcles, Get all the facets 
your AO 


velopments since 
about these two outstanding Coverglas goggles from 


Safety Producis Representative. He can supply vou, 


QUICK FACTS 


* Lens easily replaceable from rear (not front) 


by means of a spring clamp—no tools needed 


¢ Lightweight, brown plastic cups fit face snugly, 


won't conduct heat or electricity 


¢ Light-tight side shields for welders (on No 


7 goggle) provide indirect ventilation 


* Bridge High-grade 


leather. Instant adjustment 


¢ AO worker-lab tests show much greater field 


f vision and increased comfort 


All-rubber headband, easily adjustable 


! 


26” hipper Coverglas goggle supplied 


with regular Super Armorplate lenses: “327” 

Welders’ Coverglas goggle supplied with reg- 
lar Noviweld lens: ind cover lenses 

AO’'s Industrial Vision Program Increases 

Production, Decreases Accidents. Write to 

day for booklet ‘Improved Industrial Vision 

tolOll Vision Park, Southbridge, Mass 


SOUTHBRIDGE, MASSACHUSETTS @ BRANCHES IN PRINCIPAL CITIES 





